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Spectroscopy 



Spectroscopy was originally the study of the interaction between radiation and matter as a function of wavelength 
(A). In fact, historically, spectroscopy referred to the use of visible light dispersed according to its wavelength, e.g. 
by a prism. Later the concept was expanded greatly to comprise any measurement of a quantity as function of either 
wavelength or frequency. Thus it also can refer to a response to an alternating field or varying frequency (v). A 
further extension of the scope of the definition added energy (E) as a variable, once the very close relationship E = 
hv for photons was realized (h is the Planck constant). A plot of the response as a function of wavelength — or more 
commonly frequency — is referred to as a spectrum; see also spectral line width. 

Spectrometry is the spectroscopic technique used to assess the concentration or amount of a given species. In this 
case, the instrument that performs such measurements is a spectrometer or spectrograph. 

Spectroscopy/spectrometry is often used in physical and analytical chemistry for the identification of substances 
through the spectrum emitted from or absorbed by them. 

Spectroscopy/spectrometry is also heavily used in astronomy and remote sensing. Most large telescopes have 
spectrometers, which are used either to measure the chemical composition and physical properties of astronomical 
objects or to measure their velocities from the Doppler shift of their spectral lines. 

Classification of methods 
Nature of excitation measured 

The type of spectroscopy depends on the physical quantity measured. Normally, the quantity that is measured is an 
intensity, either of energy absorbed or produced. 

• Electromagnetic spectroscopy involves interactions of matter with electromagnetic radiation, such as light. 

• Electron spectroscopy involves interactions with electron beams. Auger spectroscopy involves inducing the 
Auger effect with an electron beam. In this case the measurement typically involves the kinetic energy of the 
electron as variable. 

• Acoustic spectroscopy involves the frequency of sound. 

• Dielectric spectroscopy involves the frequency of an external electrical field 

• Mechanical spectroscopy involves the frequency of an external mechanical stress, e.g. a torsion applied to a piece 
of material. 

Measurement process 

Most spectroscopic methods are differentiated as either atomic or molecular based on whether or not they apply to 
atoms or molecules. Along with that distinction, they can be classified on the nature of their interaction: 

• Absorption spectroscopy uses the range of the electromagnetic spectra in which a substance absorbs. This 
includes atomic absorption spectroscopy and various molecular techniques, such as — > infrared, ultraviolet- visible 
and — > microwave spectroscopy. 

• Emission spectroscopy uses the range of electromagnetic spectra in which a substance radiates (emits). The 
substance first must absorb energy. This energy can be from a variety of sources, which determines the name of 
the subsequent emission, like luminescence. Molecular luminescence techniques include spectrofluorimetry. 
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• Scattering spectroscopy measures the amount of light that a substance scatters at certain wavelengths, incident 
angles, and polarization angles. One of the most useful applications of light scattering spectroscopy is — > Raman 
spectroscopy. 

Common types 
Absorption 

Absorption spectroscopy is a technique in which the power of a beam of light measured before and after interaction 
with a sample is compared. Specific absorption techniques tend to be referred to by the wavelength of radiation 
measured such as ultraviolet, infrared or microwave absorption spectroscopy. Absorption occurs when the energy of 
the photons matches the energy difference between two states of the material. 

Fluorescence 

Fluorescence spectroscopy uses higher 
energy photons to excite a sample, 
which will then emit lower energy 
photons. This technique has become 
popular for its biochemical and 
medical applications, and can be used 
for confocal microscopy, fluorescence 
resonance energy transfer, and 
fluorescence lifetime imaging. 
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Spectrum of light from a fluorescent lamp showing prominent mercury peaks 



When X-rays of sufficient frequency 
(energy) interact with a substance, 
inner shell electrons in the atom are 

excited to outer empty orbitals, or they may be removed completely, ionizing the atom. The inner shell "hole" will 
then be filled by electrons from outer orbitals. The energy available in this de-excitation process is emitted as 
radiation (fluorescence) or will remove other less-bound electrons from the atom (Auger effect). The absorption or 
emission frequencies (energies) are characteristic of the specific atom. In addition, for a specific atom small 
frequency (energy) variations occur which are characteristic of the chemical bonding. With a suitable apparatus, 
these characteristic X-ray frequencies or Auger electron energies can be measured. X-ray absorption and emission 
spectroscopy is used in chemistry and material sciences to determine elemental composition and chemical bonding. 

X-ray crystallography is a scattering process; crystalline materials scatter X-rays at well-defined angles. If the 
wavelength of the incident X-rays is known, this allows calculation of the distances between planes of atoms within 
the crystal. The intensities of the scattered X-rays give information about the atomic positions and allow the 
arrangement of the atoms within the crystal structure to be calculated. 



Flame 

Liquid solution samples are aspirated into a burner or nebulizer/burner combination, desolvated, atomized, and 
sometimes excited to a higher energy electronic state. The use of a flame during analysis requires fuel and oxidant, 
typically in the form of gases. Common fuel gases used are acetylene (ethyne) or hydrogen. Common oxidant gases 
used are oxygen, air, or nitrous oxide. These methods are often capable of analyzing metallic element analytes in the 
part per million, billion, or possibly lower concentration ranges. Light detectors are needed to detect light with the 
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analysis information coming from the flame. 

• Atomic Emission Spectroscopy - This method uses flame excitation; atoms are excited from the heat of the 
flame to emit light. This method commonly uses a total consumption burner with a round burning outlet. A higher 
temperature flame than atomic absorption spectroscopy (AA) is typically used to produce excitation of analyte 
atoms. Since analyte atoms are excited by the heat of the flame, no special elemental lamps to shine into the flame 
are needed. A high resolution polychromator can be used to produce an emission intensity vs. wavelength 
spectrum over a range of wavelengths showing multiple element excitation lines, meaning multiple elements can 
be detected in one run. Alternatively, a monochromator can be set at one wavelength to concentrate on analysis of 
a single element at a certain emission line. Plasma emission spectroscopy is a more modern version of this 
method. See Flame emission spectroscopy for more details. 

• Atomic absorption spectroscopy (often called AA) - This method commonly uses a pre-burner nebulizer (or 
nebulizing chamber) to create a sample mist and a slot-shaped burner which gives a longer pathlength flame. The 
temperature of the flame is low enough that the flame itself does not excite sample atoms from their ground state. 
The nebulizer and flame are used to desolvate and atomize the sample, but the excitation of the analyte atoms is 
done by the use of lamps shining through the flame at various wavelengths for each type of analyte. In A A, the 
amount of light absorbed after going through the flame determines the amount of analyte in the sample. A 
graphite furnace for heating the sample to desolvate and atomize is commonly used for greater sensitivity. The 
graphite furnace method can also analyze some solid or slurry samples. Because of its good sensitivity and 
selectivity, it is still a commonly used method of analysis for certain trace elements in aqueous (and other liquid) 
samples. 

• Atomic Fluorescence Spectroscopy - This method commonly uses a burner with a round burning outlet. The 
flame is used to solvate and atomize the sample, but a lamp shines light at a specific wavelength into the flame to 
excite the analyte atoms in the flame. The atoms of certain elements can then fluoresce emitting light in a 
different direction. The intensity of this fluorescing light is used for quantifying the amount of analyte element in 
the sample. A graphite furnace can also be used for atomic fluorescence spectroscopy. This method is not as 
commonly used as atomic absorption or plasma emission spectroscopy. 

Plasma Emission Spectroscopy In some ways similar to flame atomic emission spectroscopy, it has largely 
replaced it. 

• Direct-current plasma (DCP) 

A direct-current plasma (DCP) is created by an electrical discharge between two electrodes. A plasma support gas is 
necessary, and Ar is common. Samples can be deposited on one of the electrodes, or if conducting can make up one 
electrode. 

• Glow discharge-optical emission spectrometry (GD-OES) 

• Inductively coupled plasma-atomic emission spectrometry (ICP-AES) 

• Laser Induced Breakdown Spectroscopy (LIBS) (LIBS), also called Laser-induced plasma spectrometry (LIPS) 

• Microwave-induced plasma (MIP) 

Spark or arc (emission) spectroscopy - is used for the analysis of metallic elements in solid samples. For 
non-conductive materials, a sample is ground with graphite powder to make it conductive. In traditional arc 
spectroscopy methods, a sample of the solid was commonly ground up and destroyed during analysis. An electric arc 
or spark is passed through the sample, heating the sample to a high temperature to excite the atoms in it. The excited 
analyte atoms glow emitting light at various wavelengths which could be detected by common spectroscopic 
methods. Since the conditions producing the arc emission typically are not controlled quantitatively, the analysis for 
the elements is qualitative. Nowadays, the spark sources with controlled discharges under an argon atmosphere allow 
that this method can be considered eminently quantitative, and its use is widely expanded worldwide through 
production control laboratories of foundries and steel mills. 
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Visible 

Many atoms emit or absorb visible light. In order to obtain a fine line spectrum, the atoms must be in a gas phase. 
This means that the substance has to be vaporised. The spectrum is studied in absorption or emission. Visible 
absorption spectroscopy is often combined with UV absorption spectroscopy in UV/Vis spectroscopy. Although this 
form may be uncommon as the human eye is a similar indicator, it still proves useful when distinguishing colours. 

Ultraviolet 

All atoms absorb in the Ultraviolet (UV) region because these photons are energetic enough to excite outer electrons. 
If the frequency is high enough, photoionization takes place. UV spectroscopy is also used in quantifying protein and 
DNA concentration as well as the ratio of protein to DNA concentration in a solution. Several amino acids usually 
found in protein, such as tryptophan, absorb light in the 280 nm range and DNA absorbs light in the 260 nm range. 
For this reason, the ratio of 260/280 nm absorbance is a good general indicator of the relative purity of a solution in 
terms of these two macromolecules. Reasonable estimates of protein or DNA concentration can also be made this 
way using Beer's law. 

Infrared 

Infrared spectroscopy offers the possibility to measure different types of inter atomic bond vibrations at different 
frequencies. Especially in organic chemistry the analysis of IR absorption spectra shows what type of bonds are 
present in the sample. It is also an important method for analysing polymers and constituents like fillers, pigments 
and plasticizers. 

Near Infrared (NIR) 

The near infrared NIR range, immediately beyond the visible wavelength range, is especially important for practical 
applications because of the much greater penetration depth of NIR radiation into the sample than in the case of mid 
IR spectroscopy range. This allows also large samples to be measured in each scan by — > NIR spectroscopy, and is 
currently employed for many practical applications such as: rapid grain analysis, medical diagnosis 
pharmaceuticals/medicines , biotechnology, genomics analysis, proteomic analysis, interactomics research, inline 
textile monitoring, food analysis and — > chemical imaging/hyperspectral imaging of intact organisms , 

plastics, textiles, insect detection, forensic lab application, crime detection, various military applications, and so on. 

Raman 

Raman spectroscopy uses the inelastic scattering of light to analyse vibrational and rotational modes of molecules. 
The resulting 'fingerprints' are an aid to analysis. 

Coherent anti-Stokes Raman spectroscopy (CARS) 

CARS is a recent technique that has high sensitivity and powerful applications for in vivo spectroscopy and 

• [5] 
imaging . 

Nuclear magnetic resonance 

Nuclear magnetic resonance spectroscopy analyzes the magnetic properties of certain atomic nuclei to determine 
different electronic local environments of hydrogen, carbon, or other atoms in an organic compound or other 
compound. This is used to help determine the structure of the compound. 
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Mossbauer 

Transmission or conversion-electron (CEMS) modes of Mossbauer spectroscopy probe the properties of specific 
isotope nuclei in different atomic environments by analyzing the resonant absorption of characteristic energy 
gamma-rays known as the Mossbauer effect. 

Other types 

There are many different types of materials analysis techniques under the broad heading of "spectroscopy", utilizing 
a wide variety of different approaches to probing material properties, such as absorbance, reflection, emission, 
scattering, thermal conductivity, and refractive index. 

Acoustic spectroscopy 

Auger Spectroscopy is a method used to study surfaces of materials on a micro-scale. It is often used in 

connection with electron microscopy. 

Cavity ring down spectroscopy 

Circular Dichroism spectroscopy 

Deep-level transient spectroscopy measures concentration and analyzes parameters of electrically active defects in 

semiconducting materials 

Dielectric spectroscopy 

Dual polarisation interferometry measures the real and imaginary components of the complex refractive index 

Force spectroscopy 

— > Fourier transform spectroscopy is an efficient method for processing spectra data obtained using 

interferometers. Nearly all infrared spectroscopy techniques (such as FTIR) and nuclear magnetic resonance 

(NMR) are based on Fourier transforms. 

Fourier transform infrared spectroscopy (FTIR) 

Hadron spectroscopy studies the energy/mass spectrum of hadrons according to spin, parity, and other particle 

properties. Baryon spectroscopy and meson spectroscopy are both types of hadron spectroscopy. 

Inelastic electron tunnelling spectroscopy (IETS) uses the changes in current due to inelastic electron- vibration 

interaction at specific energies which can also measure optically forbidden transitions. 

— > Inelastic neutron scattering is similar to Raman spectroscopy, but uses neutrons instead of photons. 

Laser spectroscopy uses lasers and other types of coherent emission sources, such as optical parametric 

T71 
oscillators, for selective excitation of atomic or molecular species. 

• Ultra fast laser spectroscopy 

• Mechanical spectroscopy involves interactions with macroscopic vibrations, such as phonons. An example is 
acoustic spectroscopy, involving sound waves. 

• — > Neutron spin echo spectroscopy measures internal dynamics in proteins and other soft matter systems 

• Nuclear magnetic resonance (NMR) 

• Photoacoustic spectroscopy measures the sound waves produced upon the absorption of radiation. 

• Photothermal spectroscopy measures heat evolved upon absorption of radiation. 

• Raman optical activity spectroscopy exploits Raman scattering and optical activity effects to reveal detailed 
information on chiral centers in molecules. 

• Terahertz spectroscopy uses wavelengths above infrared spectroscopy and below microwave or millimeter wave 
measurements. 

• Time-resolved spectroscopy is the spectroscopy of matter in situations where the properties are changing with 
time. 

• Thermal infrared spectroscopy measures thermal radiation emitted from materials and surfaces and is used to 
determine the type of bonds present in a sample as well as their lattice environment. The techniques are widely 
used by organic chemists, mineralogists, and planetary scientists. 
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Background subtraction 

Background subtraction is a term typically used in spectroscopy when one explains the process of acquiring a 
background radiation level (or ambient radiation level) and then makes an algorithmic adjustment to the data to 
obtain qualitative information about any deviations from the background, even when they are an order of magnitude 
less decipherable than the background itself. 

Background subtraction can affect a number of statistical calculations (Continuum, Compton, Bremsstrahlung) 
leading to improved overall system performance. 

Applications 

• Estimate weathered wood exposure times using — > Near infrared spectroscopy. 



See also 

Absorption cross section 

Astronomical spectroscopy 

Atomic spectroscopy 

Nuclear magnetic resonance 

-> 2D-FT NMRI and Spectroscopy 

— > Near infrared spectroscopy 

Coherent spectroscopy 

Cold vapour atomic fluorescence spectroscopy 

Deep-level transient spectroscopy 

EPR spectroscopy 

Gamma spectroscopy 

Kelvin probe force microscope 

Metamerism (color) 

Rigid rotor 

Rotational spectroscopy 

Saturated spectroscopy 

Scanning tunneling spectroscopy 

Scattering theory 

Spectral power distributions 

Spectral reflectance 

Spectrophotometry 

Spectroscopic notation 

Spectrum analysis 

The Unscrambler (CAMO Software) 

Vibrational spectroscopy 

— > Vibrational circular dichroism spectroscopy 

Joseph von Fraunhofer 

Robert Bunsen 

Gustav Kirchhoff 



Spectroscopy 

External links 

mi 

• Spectroscopy links at the Open Directory Project 

• Amateur spectroscopy links at the Open Directory Project 

• History of Spectroscopy 

ri2i 

• Chemometric Analysis for Spectroscopy 

ri3i 

• The Science of Spectroscopy - supported by NASA, includes OpenSpectrum, a Wiki-based learning tool for 
spectroscopy that anyone can edit 

• A Short Study of the Characteristics of two Lab Spectroscopes 

• NIST government spectroscopy data 

• Potentiodynamic Electrochemical Impedance Spectroscopy 
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Fourier transform spectroscopy is a measurement technique whereby spectra are collected based on measurements 
of the coherence of a radiative source, using time-domain or space-domain measurements of the electromagnetic 
radiation or other type of radiation. It can be applied to a variety of types of spectroscopy including optical 
spectroscopy, — > infrared spectroscopy (FT IR, FT-NIRS), — > Fourier transform (FT) nuclear magnetic resonance , 
mass spectrometry and electron spin resonance spectroscopy. There are several methods for measuring the temporal 
coherence of the light, including the continuous wave Michelson or Fourier transform spectrometer and the pulsed 
Fourier transform spectrograph (which is more sensitive and has a much shorter sampling time than conventional 
spectroscopic techniques, but is only applicable in a laboratory environment). 

Conceptual introduction (for FTIR and other absorption spectroscopy) 

The goal of any absorption spectroscopy (FTIR, Ultraviolet-visible ("UV-Vis") spectroscopy, etc.) is to measure how 
well a sample absorbs or transmits light at each different wavelength. The most straightforward way to do this is to 
shine a monochromatic light beam through a sample, measure how much of the light is absorbed, and repeat for each 
different wavelength. (This is how UV-Vis spectrometers work, for example.) 

Fourier transform spectroscopy is a less intuitive way to get the same information. Rather than passing a 
monochromatic beam of light through the sample, this technique passes a beam containing many different 
frequencies of light at once, and measures how much of that beam is absorbed by the sample. Next, the beam is 
modified to contain a different combination of frequencies, giving a second data point. This process is repeated many 
times. Afterwards, a computer takes all this data and works backwards to infer what the absorption is at each 
wavelength. 

The beam described above is generated by starting with a broadband light source — one containing the full spectrum 
of wavelengths to be measured. The light shines into a certain configuration of mirrors that allows some wavelengths 
to pass through but blocks others (due to wave interference). The beam is modified for each new data point by 
moving one of the mirrors; this changes the set of wavelengths that pass through. 

As mentioned, computer processing is required to turn the raw data (light absorption for each mirror position) into 
the desired result (light absorption for each wavelength). The processing required turns out to be a common 
algorithm called the Fourier transform (hence the name, "Fourier transform spectroscopy"). The raw data is 
sometimes called an "interferogram". 



coherent 
light source 
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Continuous wave Michelson or Fourier transform spectrograph 

The Michelson spectrograph is similar to the 

instrument used in the Michelson-Morley experiment. 

Light from the source is split into two beams by a 

half-silvered mirror, one is reflected off a fixed mirror 

and one off a moving mirror which introduces a time 

delay — the Fourier transform spectrometer is just a 

Michelson interferometer with a movable mirror. The 

beams interfere, allowing the temporal coherence of the 

light to be measured at each different time delay 

setting, effectively converting the time domain into a 

spatial coordinate. By making measurements of the 

signal at many discrete positions of the moving mirror, 

the spectrum can be reconstructed using a Fourier 

transform of the temporal coherence of the light. 

Michelson spectrographs are capable of very high 

spectral resolution observations of very bright sources. 

The Michelson or Fourier transform spectrograph was 

popular for infra-red applications at a time when 

infra-red astronomy only had single pixel detectors. 

Imaging Michelson spectrometers are a possibility, but in general have been supplanted by imaging Fabry-Perot 

instruments which are easier to construct. 




The Fourier transform spectrometer is just a Michelson 

interferometer but one of the two fully-reflecting mirrors is movable, 

allowing a variable delay (in the travel-time of the light) to be 

included in one of the beams. 



Extracting the spectrum 

The intensity as a function of the path length difference in the interferometer £>and wavenumber y = 1 J\ is 

/(p, y) = 1(0) [1 + cos(2ttz>p)] , 
where /(//) is the spectrum to be determined. Note that it is not necessary for I{p) to be modulated by the sample 
before the interferometer. In fact, most FTIR spectrometers place the sample after the interferometer in the optical 
path. The total intensity at the detector is 

I{p) = / J(p 3 y)dv = / I(D)[1 + cos(27ri>p)]di>. 

Jo Jo 

This is just a Fourier cosine transform. The inverse gives us our desired result in terms of the measured quantity 

Up)-- 



poo 

1(D) = 4 / [I(p) - \l(p = 0)] cos(2irDp)dp. 
Jo 



Fourier transform spectroscopy 10 

Pulsed Fourier transform spectrometer 

A pulsed Fourier transform spectrometer does not employ transmittance techniques. In the most general description 
of pulsed FT spectrometry, a sample is exposed to an energizing event which causes a periodic response. The 
frequency of the periodic response, as governed by the field conditions in the spectrometer, is indicative of the 
measured properties of the analyte. 

Examples of Pulsed Fourier transform spectrometry 

In magnetic spectroscopy (EPR, NMR), an RF pulse in a strong ambient magnetic field is used as the energizing 
event. This turns the magnetic particles at an angle to the ambient field, resulting in gyration. The gyrating spins then 
induce a periodic current in a detector coil. Each spin exhibits a characteristic frequency of gyration (relative to the 
field strength) which reveals information about the analyte. 

In FT-mass spectrometry, the energizing event is the injection of the charged sample into the strong electromagnetic 
field of a cyclotron. These particles travel in circles, inducing a current in a fixed coil on one point in their circle. 
Each traveling particle exhibits a characteristic cyclotron frequency-field ratio revealing the masses in the sample. 

The Free Induction Decay 

Pulsed FT spectrometry gives the advantage of requiring a single, time-dependent measurement which can easily 
deconvolute a set of similar but distinct signals. The resulting composite signal, is called a free induction decay, 
because typically the signal will decay due to inhomogeneities in sample frequency, or simply unrecoverable loss of 
signal due to entropic loss of the property being measured. 

Fellgett Advantage 

One of the most important advantages of Fourier transform spectroscopy was shown by P.B. Fellgett, an early 
advocate of the method. The Fellgett advantage, also known as the multiplex principle, states that a multiplex 
spectrometer such as the Fourier transform spectroscopy will produce a gain of the order of the square root of m in 
the signal-to-noise ratio of the resulting spectrum, when compared with an equivalent scanning monochromator, 
where m is the number of elements comprising the resulting spectrum when the measurement noise is dominated by 
detector noise. 

Converting spectra from time domain to frequency domain 

/oo 
-oo 

The sum is performed over all contributing frequencies to give a signal S(t) in the time domain. 

/'OO 
S(t)e 2i7ri/t dt 
-oo 

gives non-zero value when S(t) contains a component that matches the oscillating function. 
Remember that 

e lx = cos x + i sin x 
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See also 

• Applied spectroscopy 

• -> 2D-FT NMRI and Spectroscopy 

• Forensic chemistry 

• Forensic polymer engineering 

• nuclear magnetic resonance 

• Infra-red spectroscopy 

Further reading 

• Ellis, D.I. and Goodacre, R. (2006). "Metabolic fingerprinting in disease diagnosis: biomedical applications of 
infrared and Raman spectroscopy". The Analyst 131: 875-885. doi:10.1039/b602376m [3] . 

External links 

• Description of how a Fourier transform spectrometer works L J 

• The Michelson or Fourier transform spectrograph 

• Internet Journal of Vibrational Spectroscopy - How FTIR works L J 

• Fourier Transform Spectroscopy Topical Meeting and Tabletop Exhibit 
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Infrared spectroscopy 



Infrared spectroscopy (IR spectroscopy) is the subset of — > spectroscopy that deals with the infrared region of the 
electromagnetic spectrum. It covers a range of techniques, the most common being a form of absorption 
spectroscopy. As with — > all spectroscopic techniques, it can be used to identify compounds or investigate sample 
composition. Infrared spectroscopy correlation tables are tabulated in the literature. A common laboratory instrument 
that uses this technique is an infrared spectrophotometer. 



Background and theory 

The infrared portion of the electromagnetic spectrum is divided into three regions; the near-, mid- and far- infrared, 
named for their relation to the visible spectrum. The far-infrared, approximately 400-10 cm" (1000-30 [im), lying 
adjacent to the microwave region, has low energy and may be used for rotational spectroscopy. The mid-infrared, 
approximately 4000-400 cm" (30-2.5 jim) may be used to study the fundamental vibrations and associated 
rotational- vibrational structure. The higher energy near-IR, approximately 14000-4000 cm" (2.5-0.8 jim) can 
excite overtone or harmonic vibrations. The names and classifications of these subregions are merely conventions. 
They are neither strict divisions nor based on exact molecular or electromagnetic properties. 

Infrared spectroscopy exploits the fact that molecules have specific frequencies at which they rotate or vibrate 
corresponding to discrete energy levels (vibrational modes). These resonant frequencies are determined by the shape 
of the molecular potential energy surfaces, the masses of the atoms and, by the associated vibronic coupling. In order 
for a vibrational mode in a molecule to be IR active, it must be associated with changes in the permanent dipole. In 
particular, in the Born-Oppenheimer and harmonic approximations, i.e. when the molecular Hamiltonian 
corresponding to the electronic ground state can be approximated by a harmonic oscillator in the neighborhood of the 
equilibrium molecular geometry, the resonant frequencies are determined by the normal modes corresponding to the 
molecular electronic ground state potential energy surface. Nevertheless, the resonant frequencies can be in a first 
approach related to the strength of the bond, and the mass of the atoms at either end of it. Thus, the frequency of the 
vibrations can be associated with a particular bond type. 

Simple diatomic molecules have only one bond, which may stretch. More complex molecules have many bonds, and 
vibrations can be conjugated, leading to infrared absorptions at characteristic frequencies that may be related to 
chemical groups. For example, the atoms in a CH group, commonly found in organic compounds can vibrate in six 
different ways: symmetrical and antisymmetrical stretching, scissoring, rocking, wagging and twisting: 



Symmetrical 
stretching 


Antisymmetrical 
stretching 


Scissoring 


Rocking 


Wagging 


Twisting 


V 













The infrared spectrum of a sample is collected by passing a beam of infrared light through the sample. Examination 
of the transmitted light reveals how much energy was absorbed at each wavelength. This can be done with a 
monochromatic beam, which changes in wavelength over time, or by using a Fourier transform instrument to 
measure all wavelengths at once. From this, a transmittance or absorbance spectrum can be produced, showing at 
which IR wavelengths the sample absorbs. Analysis of these absorption characteristics reveals details about the 
molecular structure of the sample. When the frequency of the IR is the same as the vibrational frequency of a bond, 
absorption occurs. 

This technique works almost exclusively on samples with covalent bonds. Simple spectra are obtained from samples 
with few IR active bonds and high levels of purity. More complex molecular structures lead to more absorption 
bands and more complex spectra. The technique has been used for the characterization of very complex mixtures. 
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Sample preparation 

Gaseous samples require little preparation beyond purification, but a sample cell with a long pathlength (typically 
5-10 cm) is normally needed, as gases show relatively weak absorbances. 

Liquid samples can be sandwiched between two plates of a high purity salt (commonly sodium chloride, or common 
salt, although a number of other salts such as potassium bromide or calcium fluoride are also used). The plates are 
transparent to the infrared light and will not introduce any lines onto the spectra. Some salt plates are highly soluble 
in water, so the sample and washing reagents must be anhydrous (without water). 

Solid samples can be prepared in four major ways. The first is to crush the sample with a mulling agent (usually 
Nujol) in a marble or agate mortar, with a pestle. A thin film of the mull is applied onto salt plates and measured. 

The second method is to grind a quantity of the sample with a specially purified salt (usually potassium bromide) 
finely (to remove scattering effects from large crystals). This powder mixture is then crushed in a mechanical die 
press to form a translucent pellet through which the beam of the spectrometer can pass. 

The third technique is the "cast film" technique, which is used mainly for polymeric materials. The sample is first 
dissolved in a suitable, non hygroscopic solvent. A drop of this solution is deposited on surface of KBr or NaCl cell. 
The solution is then evaporated to dryness and the film formed on the cell is analysed directly. Care is important to 
ensure that the film is not too thick otherwise light cannot pass through. This technique is suitable for qualitative 
analysis. 

The final method is to use microtomy to cut a thin (20-100 micrometre) film from a solid sample. This is one of the 
most important ways of analysing failed plastic products for example because the integrity of the solid is preserved. 

It is important to note that spectra obtained from different sample preparation methods will look slightly different 
from each other due to differences in the samples' physical states. 



Conventional method 



A beam of infrared light is produced 
and split into two separate beams. One 
is passed through the sample, the other 
passed through a reference which is 
often the substance the sample is 
dissolved in. The beams are both 
reflected back towards a detector, 
however first they pass through a 
splitter which quickly alternates which 
of the two beams enters the detector. 
The two signals are then compared and 
a printout is obtained. 

A reference is used for two reasons: 
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Typical apparatus 



This prevents fluctuations in the output of the source affecting the data 

This allows the effects of the solvent to be cancelled out (the reference is usually a pure form of the solvent the 

sample is in) 
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Fourier transform infrared spectroscopy 

Fourier transform infrared (FTIR) spectroscopy is a measurement technique for collecting infrared spectra. 
Instead of recording the amount of energy absorbed when the frequency of the infra-red light is varied 
(monochromator), the IR light is guided through an interferometer. After passing through the sample, the measured 
signal is the interferogram. Performing a Fourier transform on this signal data results in a spectrum identical to that 
from conventional (dispersive) infrared spectroscopy. 

FTIR spectrometers are cheaper than conventional spectrometers because building an interferometer is easier than 
the fabrication of a monochromator. In addition, measurement of a single spectrum is faster for the FTIR technique 
because the information at all frequencies is collected simultaneously. This allows multiple samples to be collected 
and averaged together resulting in an improvement in sensitivity. Virtually all modern infrared spectrometers are 
FTIR instruments. 

Summary of absorptions of bonds in organic molecules 




Wavenumbers listed in cm . 

Uses and applications 

Infrared spectroscopy is widely used in both research and industry as a simple and reliable technique for 
measurement, quality control and dynamic measurement. It is of especial use in forensic analysis in both criminal 
and civil cases, enabling identification of polymer degradation for example. It is perhaps the most widely used 
method of applied spectroscopy. 

The instruments are now small, and can be transported, even for use in field trials. With increasing technology in 
computer filtering and manipulation of the results, samples in solution can now be measured accurately (water 
produces a broad absorbance across the range of interest, and thus renders the spectra unreadable without this 
computer treatment). Some instruments will also automatically tell you what substance is being measured from a 
store of thousands of reference spectra held in storage. 

By measuring at a specific frequency over time, changes in the character or quantity of a particular bond can be 
measured. This is especially useful in measuring the degree of polymerization in polymer manufacture. Modern 
research instruments can take infrared measurements across the whole range of interest as frequently as 32 times a 
second. This can be done whilst simultaneous measurements are made using other techniques. This makes the 
observations of chemical reactions and processes quicker and more accurate. 

Techniques have been developed to assess the quality of tea-leaves using infrared spectroscopy. This will mean that 
highly trained experts (also called 'noses') can be used more sparingly, at a significant cost saving. 

Infrared spectroscopy has been highly successful for applications in both organic and inorganic chemistry. Infrared 
spectroscopy has also been successfully utilized in the field of semiconductor microelectronics : for example, 
infrared spectroscopy can be applied to semiconductors like silicon, gallium arsenide, gallium nitride, zinc selenide, 
amorphous silicon, silicon nitride, etc. 
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Isotope effects 

The different isotopes in a particular species may give fine detail in infrared spectroscopy. For example, the 0-0 
stretching frequency (in reciprocal centimeters) of oxyhemocyanin is experimentally determined to be 832 and 
788 cm" for v( O- O) and v( O- O) respectively. 

By considering the 0-0 as a spring, the wavenumber of absorbance, v can be calculated: 
1 



2ttc V ji 
where k is the spring constant for the bond, c is the speed of light, and fi is the reduced mass of the A-B system: 

m A m B 

t*= ~ 

m A + m B 

( rrii is the mass of atom % ). 

\f\ 1 f\ 18 18 

The reduced masses for O- O and O- O can be approximated as 8 and 9 respectively. Thus 

^ 16 o __ 

z/is ~ V8 ~ 788' 
Where v is the wavenumber [wavenumber = frequency /(speed of light)] 

The effect of isotopes, both on the vibration and the decay dynamics, has been found to be stronger than previously 
thought. In some systems, such as silicon and germanium, the decay of the anti- symmetric stretch mode of interstitial 
oxygen involves the symmetric stretch mode with a strong isotope dependence. For example, it was shown that for a 
natural silicon sample, the lifetime of the anti- symmetric vibration is 11.4 ps. When the isotope of one of the silicon 
atoms is increased to 29Si, the lifetime increases to 19 ps, similarly, when the silicon atom is changed to 30Si, the 




lifetime becomes 27 ps. 



[6] 



Two-dimensional infrared spectroscopy 

Two-dimensional infrared correlation spectroscopy analysis is the application of 2D correlation analysis on 
infrared spectra. By extending the spectral information of a perturbed sample, spectral analysis is simplified and 
resolution is enhanced. The 2D synchronous and 2D asynchronous spectra represent a graphical overview of the 
spectral changes due to a perturbation (such as a changing concentration or changing temperature) as well as the 
relationship between the spectral changes at two different wavenumbers. 

Nonlinear two-dimensional infrared 
spectroscopy is the infrared version of 

correlation spectroscopy. Nonlinear 
two-dimensional infrared spectroscopy is a 
technique that has become available with the 
development of femtosecond infrared laser 
pulses. In this experiment first a set of pump 
pulses are applied to the sample. This is 
followed by a waiting time, where the 
system is allowed to relax. The waiting time 
typically lasts from zero to several 
picoseconds and the duration can be 
controlled with a resolution of tens of 
femtoseconds. A probe pulse is then applied 

resulting in the emission of a signal from the sample. The nonlinear two-dimensional infrared spectrum is a 
two-dimensional correlation plot of the frequency U)\ that was excited by the initial pump pulses and the frequency ^3 




time 

Pulse Sequence used to obtain a two-dimensional Fourier transform infrared 

spectrum. The time period T\ is usually referred to as the coherence time and the 

second time period T"2 is known as the waiting time. The excitation frequency is 

obtained by Fourier transforming along the Ti axis. 
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excited by the probe pulse after the waiting time. This allows the observation of coupling between different 
vibrational modes; because of its extremely high time resolution it can be used to monitor molecular dynamics on a 
picosecond timescale. It is still a largely unexplored technique and is becoming increasingly popular for fundamental 
research. 

Like in two-dimensional nuclear magnetic resonance (2DNMR) spectroscopy this technique spreads the spectrum in 
two dimensions and allow for the observation of cross peaks that contain information on the coupling between 
different modes. In contrast to 2DNMR nonlinear two-dimensional infrared spectroscopy also involve the excitation 
to overtones. These excitations result in excited state absorption peaks located below the diagonal and cross peaks. In 
2DNMR two distinct techniques, COSY and NOESY, are frequently used. The cross peaks in the first are related to 
the scalar coupling, while in the later they are related to the spin transfer between different nuclei. In nonlinear 
two-dimensional infrared spectroscopy analogs have been drawn to these 2DNMR techniques. Nonlinear 
two-dimensional infrared spectroscopy with zero waiting time corresponds to COSY and nonlinear two-dimensional 
infrared spectroscopy with finite waiting time allowing vibrational population transfer corresponds to NOESY. The 
COSY variant of nonlinear two-dimensional infrared spectroscopy has been used for determination of the secondary 

r9i 

structure content proteins. 

See also 



• Infrared spectroscopy correlation table 

• — > Fourier transform spectroscopy 

• — > Near infrared spectroscopy 

• Vibrational spectroscopy 

• Rotational spectroscopy 



Time-resolved spectroscopy 

— > Spectroscopy 

Quantum vibration 

— > Raman spectroscopy 

Infrared microscopy 

Photothermal microspectroscopy 



Polymer degradation 
Infrared astronomy 
Far infrared astronomy 
Forensic chemistry 
Forensic engineering 
Forensic polymer 
engineering 
Forensic science 
Applied spectroscopy 



External links 

• A useful gif animation of different vibrational modes: here 

• Infrared spectroscopy for organic chemists 

• Organic compounds spectrum database 
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Near infrared spectroscopy 



Near infrared spectroscopy (NIRS) is 

a spectroscopic method which uses the 
near infrared region of the 
electromagnetic spectrum (from about 
800 nm to 2500 nm). Typical 
applications include pharmaceutical, 
medical diagnostics (including blood 
sugar and oximetry), food and 
agrochemical quality control, as well 
as combustion research. 



Theory 




1160 1260 1360 

Wavelength (nanometers) 



Near IR absorption spectrum of dichloromethane showing complicated overlapping 
overtones of mid IR absorption features. 



Near infrared spectroscopy is based on 

molecular overtone and combination 

vibrations. Such transitions are 

forbidden by the selection rules of 

quantum mechanics. As a result, the molar absorptivity in the near IR region is typically quite small. One advantage 

is that NIR can typically penetrate much farther into a sample than — > mid infrared radiation. Near infrared 

spectroscopy is therefore not a particularly sensitive technique, but it can be very useful in probing bulk material 

with little or no sample preparation. 

The molecular overtone and combination bands seen in the near IR are typically very broad, leading to complex 
spectra; it can be difficult to assign specific features to specific chemical components. Multivariate (multiple 
wavelength) calibration techniques (e.g., principal components analysis or partial least squares) are often employed 
to extract the desired chemical information. Careful development of a set of calibration samples and application of 
multivariate calibration techniques is essential for near infrared analytical methods. 
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History 

The discovery of near-infrared energy is ascribed to 
Herschel in the 19th century, but the first industrial 
application began in the 1950s. In the first applications, 
MRS was used only as an add-on unit to other optical 
devices that used other wavelengths such as ultraviolet 
(UV), visible (Vis), or mid-infrared (MIR) 
spectrometers. In the 1980s, a single unit, stand-alone 
MRS system was made available, but the application 
of NIRS was focused more on chemical analysis. With 
the introduction of light-fiber optics in the mid 80s and 
the monochromator-detector developments in early 
nineties, MRS became a more powerful tool for 
scientific research. 




960 1060 1160 1260 1360 1460 1560 16 
Wavelength (nanometers) 

Near infrared spectrum of liquid ethanol. 



This optical method can be used in a number of fields of science including physics, physiology, or medicine. It was 
only in the last few decades that MRS began to be used as a medical tool for monitoring patients. 



Instrumentation 

Instrumentation for near-IR (NIR) spectroscopy is partially similar to instruments for the visible and mid-IR ranges. 
There is a source, a detector, and a dispersive element (such as a prism, or more commonly a diffraction grating) to 
allow the intensity at different wavelengths to be recorded. — > Fourier transform MR instruments using an 
interferometer are also common, especially for wavelengths above -1000 nm. Depending on the sample, the 
spectrum can be measured in either in reflection or transmission. 

Common incandescent or quartz halogen light bulbs are most often used as broadband sources of near infrared 
radiation for analytical applications. Light-emitting diodes (LEDs) are also used; they offer greater lifetime and 
spectral stability and reduced power requirements. . 

The type of detector used depends primarily on the range of wavelengths to be measured. Silicon-based CCDs are 
suitable for the shorter end of the NIR range, but are not sufficiently sensitive over most of the range. InGaAs and 
PbS devices are more suitable. In certain diode array (DA) MRS instruments, both silicon-based and InGaAs 
detectors are employed in the same instrument. Such instruments can record both visible and MR spectra 
'simultaneously'. 

Instruments intended for — > chemical imaging in the MR may use a 2D array detector with a acousto-optic tunable 
filter. Multiple images may be recorded sequentially at different narrow wavelength bands. 

Many commercial instruments for UV/vis spectroscopy are capable of recording spectra in the NIR range (to perhaps 
-900 nm). In the same way, the range of some mid-IR instruments may extend into the NIR. In these instruments the 
detector used for the NIR wavelengths is often the same detector used for the instrument's "main" range of interest. 




NIR sensor for moisture measurement installed 
on a belt conveyor 
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Applications 

The primary application of NIRS to the human body uses the fact that 
the transmission and absorption of NIR light in human body tissues 
contains information about haemoglobin concentration changes. When 
a specific area of the brain is activated, the localized blood volume in 
that area changes quickly. Optical imaging can measure the location 
and activity of specific regions of the brain by continuously monitoring 
blood haemoglobin levels through the determination of optical 
absorption coefficients. 

Typical applications of NIR spectroscopy include the analysis of 
foodstuffs, pharmaceuticals, combustion products and a major branch 
of astronomical spectroscopy. 

Astronomical spectroscopy 

Near-infrared — > spectroscopy is used in astronomy for studying the atmospheres of cool stars where molecules can 
form. The vibrational and rotational signatures of molecules such as titanium oxide, cyanide and carbon monoxide 
can be seen in this wavelength range and can give a clue towards the star's spectral type. It is additionally used for 
studying molecules in other astronomical contexts, such as in molecular clouds where new stars are formed. The 
astronomical phenomenon known as reddening means that near-infrared wavelengths are less affected by dust in the 
interstellar medium, such that regions inaccessible by optical spectroscopy can be studied in the near-infrared. Since 
dust and gas are strongly associated, these dusty regions are exactly those where infrared spectroscopy is most 
useful. The near-infrared spectra of very young stars provide important information about their ages and masses, 
which is important for understanding star formation in general. 

Remote monitoring 

Techniques have been developed for NIR spectroscopic imaging. These have been used for a wide range of uses, 
including the remote investigation of plants and soils. Data can be collected from instruments on airplanes or 
satellites to assess ground cover and soil chemistry. 

Medical uses 

Medical applications of NIRS center on the non-invasive measurement of the amount and oxygen content of 
haemoglobin, as well as the use of exogenous optical tracers in conjunction with flow kinetics. 

NIRS can be used for non-invasive assessment of brain function through the intact skull in human subjects by 
detecting changes in blood haemoglobin concentrations associated with neural activity, e.g. in branches of Cognitive 
psychology as a partial replacement for fMRI techniques. NIRS can be used on infants, where fMRI cannot (at least 
in the United States), and NIRS is much more portable than fMRI machines, even wireless instrumentation is 
available, which enables investigations in freely moving subjects ). However, NIRS cannot fully replace fMRI 
because it can only be used to scan cortical tissue, where fMRI can be used to measure activation throughout the 
brain. 

The application in functional mapping of the human cortex is called optical topography (OT), near infared imaging 
(NIRI) or functional NIRS (fNIRS). The term optical tomography is used for three-dimensional NIRS. The terms 
NIRS, NIRI and OT are often used interchangeably, but they have some distinctions. The most important difference 
between NIRS and OT/NIRI is that OT/NIRI is mainly used to detect changes in optical properties of tissue 
simultaneously from multiple measurement points and display the results in the form of a map or image over a 
specific area, whereas NIRS provides quantitative data in absolute terms on up to a few specific points. The latter is 
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also used to investigate other tissues such as e.g. muscle, breast, and tumors. 

By employing several wavelengths and time resolved (frequency or time domain) and/or spatially resolved methods 
blood flow, volume and oxygenation can be quantified . These measurements are a form of oximetry. Applications 
of oximetry by NIRS methods include the detection of illnesses which affect the blood circulation (e.g. peripheral 
vascular disease), the detection and assessment of breast tumors, and the optimization of training in sports medicine. 
These techniques can also be used for industry or agro processes in order to predict particle size/density. 

The use of NIRS in conjunction with a bolus injection of indocyanine green (ICG) has been used to measure cerebral 
blood flow and cererbral metabolic rate of oxygen consumption in neonatal models. 

NIRS is starting to be used in pediatric critical care, to help deal with cardiac surgery post-op. Indeed, NIRS is able 
to measure venous oxygen saturation (SV02), which is determined by the cardiac output, as well as other parameters 
(Fi02, haemoglobin, oxygen uptake). Therefore, following the NIRS gives critical care physicians a notion of the 
cardiac output. NIRS is liked by patients, because it is non-invasive, painless and uses non-ionizing radiation. 

The instrumental development of NIRS/NIRI/OT has proceeded tremendously during the last years and in particular 
in terms of quantification, imaging and miniaturisation . 

Particle measurement 

NIR is often used in particle sizing in a range of different fields, including studying pharmaceutical and agricultural 
powders. 

Industrial uses 

As opposed to NIRS used in optical topography, general NIRS used in chemical assays does not provide imaging by 
mapping. For example, a clinical carbon dioxide analyzer requires reference techniques and calibration routines to be 
able to get accurate CO content change. In this case, calibration is performed by adjusting the zero control of the 
sample being tested after purposefully supplying 0% CO or another known amount of CO in the sample. Normal 
compressed gas from distributors contains about 95% O and 5% CO which can also be used to adjust %CO meter 
reading to be exactly 5% at initial calibration. 

See also 

fNIR 

— > Fourier transform spectroscopy 

-> FT-NIRS 

— > Infrared spectroscopy 

Vibrational spectroscopy 

Rotational spectroscopy 

— > Spectroscopy 

Chemical Imaging 

Optical imaging 
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2D-FT Nuclear magnetic resonance imaging (2D-FT NMRI), or Two-dimensional Fourier transform nuclear 
magnetic resonance imaging (NMRI), is primarily a non-invasive imaging technique most commonly used in 
biomedical research and medical radiology/nuclear medicine/MRI to visualize structures and functions of the living 
systems and single cells. For example it can provide fairly detailed images of a human body in any selected 
cross- sectional plane, such as longitudinal, transversal, sagital, etc. The basic NMR phenomenon or physical 
principle is essentially the same in N(MRI), nuclear magnetic resonance/— > FT (NMR) spectroscopy, topical 
NMR, or even in Electron Spin Resonance /EPR; however, the details are significantly different at present for EPR, 
as only in the early days of NMR the static magnetic field was scanned for obtaining spectra, as it is still the case in 
many EPR or ESR spectrometers. NMRI, on the other hand, often utilizes a linear magnetic field gradient to obtain 
an image that combines the visualization of molecular structure and dynamics. It is this dynamic aspect of NMRI, as 
well as its highest sensitivity for the H nucleus that distinguishes it very dramatically from X-ray CAT scanning that 
'misses' hydrogens because of their very low X-ray scattering factor. 

Thus, NMRI provides much greater contrast especially for the different soft tissues of the body than computed 
tomography (CT) as its most sensitive option observes the nuclear spin distribution and dynamics of highly mobile 
molecules that contain the naturally abundant, stable hydrogen isotope H as in plasma water molecules, blood, 
dissolved metabolites and fats. This approach makes it most useful in cardiovascular, oncological (cancer), 
neurological (brain), musculoskeletal, and cartilage imaging. Unlike CT, it uses no ionizing radiation, and also 

unlike nuclear imaging it does not employ any radioactive isotopes. Some of the first MRI images reported were 

T21 T31 

published in 1973 and the first study performed on a human took place on July 3, 1977. Earlier papers were also 

published by Sir Peter Mansfield in UK (Nobel Laureate in 2003), and R. Damadian in the USA L , (together with 

an approved patent for 'fonar', or magnetic imaging). The detailed physical theory of NMRI was published by Peter 

Mansfield in 1973 . Unpublished 'high-resolution' (50 micron resolution) images of other living systems, such as 

hydrated wheat grains, were also obtained and communicated in UK in 1977-1979, and were subsequently confirmed 

by articles published in Nature by Peter Callaghan. 
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NMR Principle 

Certain nuclei such as H nuclei, or 
v fermions' have spin- 1/2, because there 
are two spin states, referred to as "up" 
and "down" states. The nuclear 
magnetic resonance absorption 
phenomenon occurs when samples 
containing such nuclear spins are 
placed in a static magnetic field and a 
very short radiofrequency pulse is 
applied with a center, or carrier, 
frequency matching that of the 
transition between the up and down 
states of the spin- 1/2 H nuclei that 
were polarized by the static magnetic 
field. Very low field schemes have 




Advanced 3 T clinical diagnostics and biomedical research NMR Imaging instrument. 



also been recently reported. 



[7] 



Chemical Shifts 

NMR is a very useful family of techniques for chemical and biochemical research because of the chemical shift; this 
effect consists in a frequency shift of the nuclear magnetic resonance for specific chemical groups or atoms as a 
result of the partial shielding of the corresponding nuclei from the applied, static external magnetic field by the 
electron orbitals (or molecular orbitals) surrounding such nuclei present in the chemical groups. Thus, the higher the 
electron density surrounding a specific nucleus the larger the chemical shift will be. The resulting magnetic field at 
the nucleus is thus lower than the applied external magnetic field and the resonance frequencies observed as a result 
of such shielding are lower than the value that would be observed in the absence of any electronic orbital shielding. 
Furthermore, in order to obtain a chemical shift value independent of the strength of the applied magnetic field and 
allow for the direct comparison of spectra obtained at different magnetic field values, the chemical shift is defined by 
the ratio of the strength of the local magnetic field value at the observed (electron orbital- shielded) nucleus by the 

external magnetic field strength, EL / IT . The first NMR observations of the chemical shift, with the correct 

loc 

physical chemistry interpretation, were reported for F containing compounds in the early 1950s by Herbert S. 
Gutowsky and Charles P. Slichter from the University of Illinois at Urbana (USA). 

A related effect in metals is called the Knight shift, which is due only to the conduction electrons. Such conduction 
electrons present in metals induce an "additional" local field at the nuclear site, due to the spin re-orientation of the 
conduction electrons in the presence of the applied (constant), external magnetic field. This is only broadly v similar' 
to the chemical shift in either solutions or diamagnetic solids. 



NMR Imaging Principles 

A number of methods have been devised for combining magnetic field gradients and radiofrequency pulsed 

T81 

excitation to obtain an image. Two major methods involve either 2D -FT or 3D-FT reconstruction from 
projections, somewhat similar to Computed Tomography, with the exception of the image interpretation that in the 
former case must include dynamic and relaxation/contrast enhancement information as well. Other schemes involve 
building the NMR image either point-by-point or line-by-line. Some schemes use instead gradients in the rf field 
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rather than in the static magnetic field. The majority of NMR images routinely obtained are either by the 

rm 

Two-Dimensional Fourier Transform (2D-FT) technique (with slice selection), or by the Three-Dimensional 
Fourier Transform (3D — FT) techniques that are however much more time consuming at present. 2D-FT NMRI is 
sometime called in common parlance a "spin- warp". An NMR image corresponds to a spectrum consisting of a 
number of v spatial frequencies' at different locations in the sample investigated, or in a patient. A 
two-dimensional Fourier transformation of such a "real" image may be considered as a representation of such "real 
waves" by a matrix of spatial frequencies known as the k-space. We shall see next in some mathematical detail how 
the 2D-FT computation works to obtain 2D-FT NMR images. 

Two-dimensional Fourier transform imaging and spectroscopy 

A two-dimensional Fourier transform (2D-FT) is computed numerically or carried out in two stages, both involving 
v standard', one-dimensional Fourier transforms. However, the second stage Fourier transform is not the inverse 
Fourier transform (which would result in the original function that was transformed at the first stage), but a Fourier 
transform in a second variable — which is v shifted' in value — relative to that involved in the result of the first Fourier 
transform. Such 2D-FT analysis is a very powerful method for both NMRI and two-dimensional nuclear magnetic 
resonance spectroscopy (2D-FT NMRS) that allows the three-dimensional reconstruction of polymer and 
biopolymer structures at atomic resolution 1 for molecular weights (Mw) of dissolved biopolymers in aqueous 
solutions (for example) up to about 50,000 MW. For larger biopolymers or polymers, more complex methods have 
been developed to obtain limited structural resolution needed for partial 3D-reconstructions of higher molecular 
structures, e.g. for up 900,000 MW or even oriented microcrystals in aqueous suspensions or single crystals; such 
methods have also been reported for in vivo 2D-FT NMR spectroscopic studies of algae, bacteria, yeast and certain 
mammalian cells, including human ones. The 2D-FT method is also widely utilized in optical spectroscopy, such as 
2D-FT NIR hyperspectral imaging (2D-FT NIR-HS), or in MRI imaging for research and clinical, diagnostic 
applications in Medicine. In the latter case, 2D-FT — > NIR-HS has recently allowed the identification of single, 
malignant cancer cells surrounded by healthy human breast tissue at about 1 micron resolution, well-beyond the 
resolution obtainable by 2D-FT NMRI for such systems in the limited time available for such diagnostic 
investigations (and also in magnetic fields up to the FDA approved magnetic field strength H of 4.7 T, as shown in 
the top image of the state-of-the-art NMRI instrument). A more precise mathematical definition of the v double' (2D) 
Fourier transform involved in both 2D NMRI and 2D-FT NMRS is specified next, and a precise example follows 
this generally accepted definition. 

2D-FT Definition 

A 2D-FT, or two-dimensional Fourier transform, is a standard Fourier transformation of a function of two variables, 
f(x , x ), carried first in the first variable x , followed by the Fourier transform in the second variable x of the 
resulting function F(s x ). Note that in the case of both 2D-FT NMRI and 2D-FT NMRS the two independent 
variables in this definition are in the time domain, whereas the results of the two successive Fourier transforms have, 
of course, frequencies as the independent variable in the NMRS, and ultimately spatial coordinates for both 2D 
NMRI and 2D-FT NMRS following computer structural reconstructions based on special algorithms that are 
different from FT or 2D-FT. Moreover, such structural algorithms are different for 2D NMRI and 2D-FT NMRS: in 
the former case they involve macroscopic, or anatomical structure determination, whereas in the latter case of 2D-FT 
NMRS the atomic structure reconstruction algorithms are based on the quantum theory of a microphysical (quantum) 
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process such as nuclear Overhauser enhancement NOE, or specific magnetic dipole-dipole interactions between 
neighbor nuclei. 
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Example 1 

A 2D Fourier transformation and phase correction is applied to a set of 2D NMR (FID) signals: s(t ,t ) yielding a 
real 2D-FT NMR v spectrum' (collection of ID FT-NMR spectra) represented by a matrix S whose elements are 



S (1/1,1*2) = Re / I cos(v 1 t 1 )exp { - il ' 2t2 h(t u t2)dt 1 dt2 



where : z^iand : ^denote the discrete indirect double-quantum and single-quantum(detection) axes, respectively, 
in the 2D NMR experiments. Next, the covariance matrix is calculated in the frequency domain according to the 
following equation 

C (^2^2) = S S = 2^ [^(l/i,^) ^(^1^2)], with : z/ 2 ,^2 takin S a11 P ossible single-quantum 
frequency values and with the summation carried out over all discrete, double quantum frequencies : V\ . 

Example 2 

Atomic Structure from 2D-FT STEM Images of electron distributions in a high-temperature cuprate 

superconductor v paracrystal' reveal both the domains (or v location') and the local symmetry of the 'pseudo-gap' in the 
electron-pair correlation band responsible for the high — temperature superconductivity effect (obtained at Cornell 
University). So far there have been three Nobel prizes awarded for 2D-FT NMR/MRI during 1992-2003, and an 
additional, earlier Nobel prize for 2D-FT of X-ray data (CAT scans'); recently the advanced possibilities of 2D-FT 
techniques in Chemistry, Physiology and Medicine received very significant recognition. 

Brief explanation of NMRI diagnostic uses in Pathology 

As an example, a diseased tissue such as a malignant tumor, can be detected by 2D-FT NMRI because the hydrogen 
nuclei of molecules in different tissues return to their equilibrium spin state at different relaxation rates, and also 
because of the manner in which a malignant tumor spreads and grows rapidly along the blood vessels adjacent to the 
tumor, also inducing further vascularization to occur. By changing the pulse delays in the RF pulse sequence 
employed, and/or the RF pulse sequence itself, one may obtain a "relaxation — based contrast', or contrast 
enhancement between different types of body tissue, such as normal vs. diseased tissue cells for example. Excluded 
from such diagnostic observations by NMRI are all patients with ferromagnetic metal implants, (e.g., cochlear 
implants), and all cardiac pacemaker patients who cannot undergo any NMRI scan because of the very intense 
magnetic and RF fields employed in NMRI which would strongly interfere with the correct functioning of such 
pacemakers. It is, however, conceivable that future developments may also include along with the NMRI diagnostic 
treatments with special techniques involving applied magnetic fields and very high frequency RF. Already, surgery 
with special tools is being experimented on in the presence of NMR imaging of subjects. Thus, NMRI is used to 
image almost every part of the body, and is especially useful for diagnosis in neurological conditions, disorders of 
the muscles and joints, for evaluating tumors, such as in lung or skin cancers, abnormalities in the heart (especially 
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in children with hereditary disorders), blood vessels, CAD, atherosclerosis and cardiac infarcts (courtesy of Dr. 
Robert R. Edelman) 

See also 
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Chemical imaging 

Chemical imaging is the analytical capability (as quantitative - mapping) to create a visual image from simultaneous 
measurement of spectra (as quantitative - chemical) and spatial, time informations. The technique is most often 

applied to either solid or gel samples, and has applications in chemistry, biology , medicine 

pharmacy (see also for example: Chemical Imaging Without Dyeing ), food science, biotechnology , 

agriculture and industry (see for example :NIR Chemical Imaging in Pharmaceutical Industry and Pharmaceutical 
Process Analytical Technology: ). NIR, IR and Raman chemical imaging is also referred to as hyper spectral, 
spectroscopic, spectral or multispectral imaging (also see microspectroscopy). However, other ultra- sensitive and 
selective, chemical imaging techniques are also in use that involve either UV-visible or fluorescence 
microspectroscopy. Chemical imaging techniques can be used to analyze samples of all sizes, from the single 
molecule to the cellular level in biology and medicine , and to images of planetary systems in 

astronomy, but different instrumentation is employed for making observations on such widely different systems. 

Chemical imaging instrumentation is composed of three components: a radiation source to illuminate the sample, a 
spectrally selective element, and usually a detector array (the camera) to collect the images. When many stacked 
spectral channels (wavelengths) are collected for different locations of the micro spectrometer focus on a line or 
planar array in the focal plane, the data is called hyperspectral; fewer wavelength data sets are called multispectral. 
The data format is called a hypercube. The data set may be visualized as a three-dimensional block of data spanning 
two spatial dimensions (x and y), with a series of wavelengths (lambda) making up the third (spectral) axis. The 
hypercube can be visually and mathematically treated as a series of spectrally resolved images (each image plane 
corresponding to the image at one wavelength) or a series of spatially resolved spectra. The analyst may choose to 
view the spectrum measured at a particular spatial location; this is useful for chemical identification. Alternatively, 
selecting an image plane at a particular wavelength can highlight the spatial distribution of sample components, 
provided that their spectral signatures are different at the selected wavelength. 

Many materials, both manufactured and naturally occurring, derive their functionality from the spatial distribution of 
sample components. For example, extended release pharmaceutical formulations can be achieved by using a coating 
that acts as a barrier layer. The release of active ingredient is controlled by the presence of this barrier, and 
imperfections in the coating, such as discontinuities, may result in altered performance. In the semi-conductor 
industry, irregularities or contaminants in silicon wafers or printed micro-circuits can lead to failure of these 
components. The functionality of biological systems is also dependent upon chemical gradients - a single cell, 
tissue, and even whole organs function because of the very specific arrangement of components. It has been shown 
that even small changes in chemical composition and distribution may be an early indicator of disease. 

Any material that depends on chemical gradients for functionality may be amenable to study by an analytical 
technique that couples spatial and chemical characterization. To efficiently and effectively design and manufacture 
such materials, the 'what' and the 'where' must both be measured. The demand for this type of analysis is increasing 
as manufactured materials become more complex. Chemical imaging techniques not only permit visualization of the 
spatially resolved chemical information that is critical to understanding modern manufactured products, but it is also 
a non-destructive technique so that samples are preserved for further testing. 

History 

Commercially available laboratory-based chemical imaging systems emerged in the early 1990s (ref. 1-5). In 
addition to economic factors, such as the need for sophisticated electronics and extremely high-end computers, a 
significant barrier to commercialization of infrared imaging was that the focal plane array (FPA) needed to read IR 
images were not readily available as commercial items. As high-speed electronics and sophisticated computers 
became more commonplace, and infrared cameras became readily commercially available, laboratory chemical 
imaging systems were introduced. 
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Initially used for novel research in specialized laboratories, chemical imaging became a more commonplace 
analytical technique used for general R&D, quality assurance (QA) and quality control (QC) in less than a decade. 
The rapid acceptance of the technology in a variety of industries (pharmaceutical, polymers, semiconductors, 
security, forensics and agriculture) rests in the wealth of information characterizing both chemical composition and 
morphology. The parallel nature of chemical imaging data makes it possible to analyze multiple samples 
simultaneously for applications that require high throughput analysis in addition to characterizing a single sample. 

Principles 

Chemical imaging shares the fundamentals of vibrational spectroscopic techniques, but provides additional 
information by way of the simultaneous acquisition of spatially resolved spectra. It combines the advantages of 
digital imaging with the attributes of spectroscopic measurements. Briefly, vibrational spectroscopy measures the 
interaction of light with matter. Photons that interact with a sample are either absorbed or scattered; photons of 
specific energy are absorbed, and the pattern of absorption provides information, or a fingerprint, on the molecules 
that are present in the sample. 

On the other hand, in terms of the observation setup, chemical imaging can be carried out in one of the following 
modes: (optical) absorption, emission (fluorescence), (optical) transmission or scattering (Raman). A consensus 
currently exists that the fluorescence (emission) and Raman scattering modes are the most sensitive and powerful, 
but also the most expensive. 

In a transmission measurement, the radiation goes through a sample and is measured by a detector placed on the far 
side of the sample. The energy transferred from the incoming radiation to the molecule(s) can be calculated as the 
difference between the quantity of photons that were emitted by the source and the quantity that is measured by the 
detector. In a diffuse reflectance measurement, the same energy difference measurement is made, but the source and 
detector are located on the same side of the sample, and the photons that are measured have re-emerged from the 
illuminated side of the sample rather than passed through it. The energy may be measured at one or multiple 
wavelengths; when a series of measurements are made, the response curve is called a spectrum. 

A key element in acquiring spectra is that the radiation must somehow be energy selected - either before or after 
interacting with the sample. Wavelength selection can be accomplished with a fixed filter, tunable filter, 
spectrograph, an interferometer, or other devices. For a fixed filter approach, it is not efficient to collect a significant 
number of wavelengths, and multispectral data are usually collected. Interferometer-based chemical imaging requires 
that entire spectral ranges be collected, and therefore results in hyperspectral data. Tunable filters have the flexibility 
to provide either multi- or hyperspectral data, depending on analytical requirements. 

Spectra may be measured one point at a time using a single element detector (single-point mapping), as a line-image 
using a linear array detector (typically 16 to 28 pixels) (linear array mapping), or as a two-dimensional image using a 
Focal Plane Array (FP A) (typically 256 to 16,384 pixels) (FPA imaging). For single-point the sample is moved in the 
x and y directions point-by-point using a computer-controlled stage. With linear array mapping, the sample is moved 
line-by-line with a computer-controlled stage. FPA imaging data are collected with a two-dimensional FPA detector, 
hence capturing the full desired field-of-view at one time for each individual wavelength, without having to move 
the sample. FPA imaging, with its ability to collected tens of thousands of spectra simultaneously is orders of 
magnitude faster than linear arrays which are can typically collect 16 to 28 spectra simultaneously, which are in turn 
much faster than single-point mapping. 
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Terminology 

Some words common in spectroscopy, optical microscopy and photography have been adapted or their scope 
modified for their use in chemical imaging. They include: resolution, field of view and magnification. There are two 
types of resolution in chemical imaging. The spectral resolution refers to the ability to resolve small energy 
differences; it applies to the spectral axis. The spatial resolution is the minimum distance between two objects that is 
required for them to be detected as distinct objects. The spatial resolution is influenced by the field of view, a 
physical measure of the size of the area probed by the analysis. In imaging, the field of view is a product of the 
magnification and the number of pixels in the detector array. The magnification is a ratio of the physical area of the 
detector array divided by the area of the sample field of view. Higher magnifications for the same detector image a 
smaller area of the sample. 

Types of vibrational chemical imaging instruments 

Chemical imaging has been implemented for mid-infrared, near — > infrared spectroscopy and — > Raman 
spectroscopy. As with their bulk spectroscopy counterparts, each imaging technique has particular strengths and 
weaknesses, and are best suited to fulfill different needs. 



Mid-infrared chemical imaging 

Mid-infrared (MIR) spectroscopy probes fundamental molecular vibrations, which arise in the spectral range 
2,500-25,000 nm. Commercial imaging implementations in the MIR region typically employ Fourier Transform 
Infrared (FT-IR) interferometers and the range is more commonly presented in wavenumber, 4,000 - 400 cm" . The 
MIR absorption bands tend to be relatively narrow and well-resolved; direct spectral interpretation is often possible 
by an experienced spectroscopist. MIR spectroscopy can distinguish subtle changes in chemistry and structure, and is 
often used for the identification of unknown materials. The absorptions in this spectral range are relatively strong; 
for this reason, sample presentation is important to limit the amount of material interacting with the incoming 
radiation in the MIR region. Most data collected in this range is collected in transmission mode through thin sections 
(-10 micrometres) of material. Water is a very strong absorber of MIR radiation and wet samples often require 
advanced sampling procedures (such as attenuated total reflectance). Commercial instruments include point and line 
mapping, and imaging. All employ an FT-IR interferometer as wavelength selective element and light source. 

For types of MIR microscope, see 
Micro scopy#infrared microscopy. 

Atmospheric windows in the infrared 

spectrum are also employed to perform 

chemical imaging remotely. In these spectral 

regions the atmospheric gases (mainly water 

and CO ) present low absorption and allow 

infrared viewing over kilometer distances. 

Target molecules can then be viewed using 

the selective absorption/emission processes 

described above. An example of the chemical imaging of a simultaneous release of SF and NH is shown in the 

image. 




Remote chemical imaging of a simultaneous release of SF and NH at 1 .5km using 
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the FIRST imaging spectrometer 
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Near-infrared chemical imaging 

The analytical near infrared (NIR) region spans the range from approximately 700-2,500 nm. The absorption bands 
seen in this spectral range arise from overtones and combination bands of O-H, N-H, C-H and S-H stretching and 
bending vibrations. Absorption is one to two orders of magnitude smaller in the NIR compared to the MIR; this 
phenomenon eliminates the need for extensive sample preparation. Thick and thin samples can be analyzed without 
any sample preparation, it is possible to acquire NIR chemical images through some packaging materials, and the 
technique can be used to examine hydrated samples, within limits. Intact samples can be imaged in transmittance or 
diffuse reflectance. 

The lineshapes for overtone and combination bands tend to be much broader and more overlapped than for the 
fundamental bands seen in the MIR. Often, multivariate methods are used to separate spectral signatures of sample 
components. NIR chemical imaging is particularly useful for performing rapid, reproducible and non-destructive 
analyses of known materials . NIR imaging instruments are typically based on one of two platforms: imaging 

using a tunable filter and broad band illumination, and line mapping employing an FT-IR interferometer as the 
wavelength filter and light source. 

Raman chemical imaging 

The Raman shift chemical imaging spectral range spans from approximately 50 to 4,000 cm" ; the actual spectral 
range over which a particular Raman measurement is made is a function of the laser excitation frequency. The basic 
principle behind — > Raman spectroscopy differs from the MIR and NIR in that the x-axis of the Raman spectrum is 
measured as a function of energy shift (in cm" ) relative to the frequency of the laser used as the source of radiation. 
Briefly, the Raman spectrum arises from inelastic scattering of incident photons, which requires a change in 
polarizability with vibration, as opposed to infrared absorption, which requires a change in dipole moment with 
vibration. The end result is spectral information that is similar and in many cases complementary to the MIR. The 
Raman effect is weak - only about one in 10 photons incident to the sample undergoes Raman scattering. Both 
organic and inorganic materials possess a Raman spectrum; they generally produce sharp bands that are chemically 
specific. Fluorescence is a competing phenomenon and, depending on the sample, can overwhelm the Raman signal, 
for both bulk spectroscopy and imaging implementations. 

Raman chemical imaging requires little or no sample preparation. However, physical sample sectioning may be used 
to expose the surface of interest, with care taken to obtain a surface that is as flat as possible. The conditions required 
for a particular measurement dictate the level of invasiveness of the technique, and samples that are sensitive to high 
power laser radiation may be damaged during analysis. It is relatively insensitive to the presence of water in the 
sample and is therefore useful for imaging samples that contain water such as biological material. 

Fluorescence imaging (visible and NIR) 

This emission micro spectroscopy mode is the most sensitive in both visible and FT-NIR micro spectroscopy, and has 
therefore numerous biomedical, biotechnological and agricultural applications. There are several powerful, highly 
specific and sensitive fluorescence techniques that are currently in use, or still being developed; among the former 
are FLIM, FRAP, FRET and FLIM-FRET; among the latter are NIR fluorescence and probe- sensitivity enhanced 
NIR fluorescence microspectroscopy and nanospectroscopy techniques (see "Further reading" section). 

Sampling and samples 

The value of imaging lies in the ability to resolve spatial heterogeneities in solid-state or gel/gel-like samples. 
Imaging a liquid or even a suspension has limited use as constant sample motion serves to average spatial 
information, unless ultra-fast recording techniques are employed as in fluorescence correlation microspectroscopy or 
FLIM obsevations where a single molecule may be monitored at extremely high (photon) detection speed. 
High-throughput experiments (such as imaging multi-well plates) of liquid samples can however provide valuable 
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information. In this case, the parallel acquisition of thousands of spectra can be used to compare differences between 
samples, rather than the more common implementation of exploring spatial heterogeneity within a single sample. 

Similarly, there is no benefit in imaging a truly homogeneous sample, as a single point spectrometer will generate 
the same spectral information. Of course the definition of homogeneity is dependent on the spatial resolution of the 
imaging system employed. For MIR imaging, where wavelengths span from 3-10 micrometres, objects on the order 
of 5 micrometres may theoretically be resolved. The sampled areas are limited by current experimental 
implementations because illumination is provided by the interferometer. Raman imaging may be able to resolve 
particles less than 1 micrometre in size, but the sample area that can be illuminated is severely limited. With Raman 
imaging, it is considered impractical to image large areas and, consequently, large samples. FT-NIR 
chemical/hyperspectral imaging usually resolves only larger objects (>10 micrometres), and is better suited for large 

samples because illumination sources are readily available. However, FT-NIR micro spectroscopy was recently 
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reported to be capable of about 1.2 micron (micrometer) resolution in biological samples Furthermore, 

two-photon excitation FCS experiments were reported to have attained 15 nanometer resolution on biomembrane 

thin films with a special coincidence photon-counting setup. 

Detection limit 

The concept of the detection limit for chemical imaging is quite different than for bulk spectroscopy, as it depends 
on the sample itself. Because a bulk spectrum represents an average of the materials present, the spectral signatures 
of trace components are simply overwhelmed by dilution. In imaging however, each pixel has a corresponding 
spectrum. If the physical size of the trace contaminant is on the order of the pixel size imaged on the sample, its 
spectral signature will likely be detectable. If however, the trace component is dispersed homogeneously (relative to 
pixel image size) throughout a sample, it will not be detectable. Therefore, detection limits of chemical imaging 
techniques are strongly influenced by particle size, the chemical and spatial heterogeneity of the sample, and the 
spatial resolution of the image. 

Data analysis 

Data analysis methods for chemical imaging data sets typically employ mathematical algorithms common to single 
point spectroscopy or to image analysis. The reasoning is that the spectrum acquired by each detector is equivalent to 
a single point spectrum; therefore pre-processing, chemometrics and pattern recognition techniques are utilized with 
the similar goal to separate chemical and physical effects and perform a qualitative or quantitative characterization of 
individual sample components. In the spatial dimension, each chemical image is equivalent to a digital image and 
standard image analysis and robust statistical analysis can be used for feature extraction. 

See also 

• chemical mapping 

• Multispectral image 

• Microspectroscopy 

• Imaging spectroscopy 
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External links 

• NIR Chemical Imaging in Pharmaceutical Industry 

• Pharmaceutical Process Analytical Technology: 
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• NIR Chemical Imaging for Counterfeit Pharmaceutical Product Analysis 
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• Chemical Imaging: Potential New Crime Busting Tool 
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Raman spectroscopy 



Raman spectroscopy (named after C. 
V. Raman, pronounced /'ra:men/) is a 
— > spectroscopic technique used to 
study vibrational, rotational, and other 
low-frequency modes in a system. It 
relies on inelastic scattering, or Raman 
scattering, of monochromatic light, 
usually from a laser in the visible, near 
infrared, or near ultraviolet range. The 
laser light interacts with phonons or 
other excitations in the system, 
resulting in the energy of the laser 
photons being shifted up or down. The 
shift in energy gives information about 
the phonon modes in the system. — > 
Infrared spectroscopy yields similar, 
but complementary, information. 
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Energy level diagram showing the states involved in Raman signal. The line thickness is 
roughly proportional to the signal strength from the different transitions. 



Typically, a sample is illuminated with 

a laser beam. Light from the illuminated spot is collected with a lens and sent through a monochromator. 
Wavelengths close to the laser line, due to elastic Rayleigh scattering, are filtered out while the rest of the collected 
light is dispersed onto a detector. 

Spontaneous Raman scattering is typically very weak, and as a result the main difficulty of Raman spectroscopy is 
separating the weak inelastically scattered light from the intense Rayleigh scattered laser light. Historically, Raman 
spectrometers used holographic gratings and multiple dispersion stages to achieve a high degree of laser rejection. In 
the past, photomultipliers were the detectors of choice for dispersive Raman setups, which resulted in long 
acquisition times. However, modern instrumentation almost universally employs notch or edge filters for laser 
rejection and spectrographs (either axial transmissive (AT), Czerny-Turner (CT) monochromator) or FT (— > Fourier 
transform spectroscopy based), and CCD detectors. 

There are a number of advanced types of Raman spectroscopy, including surface-enhanced Raman, tip-enhanced 
Raman, polarised Raman, stimulated Raman (analogous to stimulated emission), transmission Raman, 
spatially-offset Raman, and hyper Raman. 
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Basic theory 

The Raman effect occurs when light impinges upon a molecule and interacts with the electron cloud and the bonds of 
that molecule. For the spontaneous Raman effect, a photon excites the molecule from the ground state to a virtual 
energy state. When the molecule emits a photon and returns to the ground state, it returns to a different rotational or 
vibrational state. The difference in energy between the original state and this new state leads to a shift in the emitted 
photon's frequency away from the excitation frequency. 

If the final state of the molecule is more energetic than the initial state, then the emitted photon will be shifted to a 
lower frequency in order for the total energy of the system to remain balanced. This shift in frequency is designated 
as a Stokes shift. If the final state is less energetic than the initial state, then the emitted photon will be shifted to a 
higher frequency, and this is designated as an anti-Stokes shift. Raman scattering is an example of inelastic scattering 
because of the energy transfer between the photons and the molecules during their interaction. 

A change in the molecular polarization potential — or amount of deformation of the electron cloud — with respect 
to the vibrational coordinate is required for a molecule to exhibit a Raman effect. The amount of the polarizability 
change will determine the Raman scattering intensity. The pattern of shifted frequencies is determined by the 
rotational and vibrational states of the sample. 

History 

Although the inelastic scattering of light was predicted by Adolf Smekal in 1923, it was not until 1928 that it was 
observed in practice. The Raman effect was named after one of its discoverers, the Indian scientist Sir C. V. Raman 
who observed the effect by means of sunlight (1928, together with K. S. Krishnan and independently by Grigory 
Landsberg and Leonid Mandelstam). Raman won the Nobel Prize in Physics in 1930 for this discovery 
accomplished using sunlight, a narrow band photographic filter to create monochromatic light and a "crossed" filter 
to block this monochromatic light. He found that light of changed frequency passed through the "crossed" filter. 

Systematic pioneering theory of the Raman effect was developed by Czechoslovak physicist George Placzek 
between 1930 and 1934. The mercury arc became the principal light source, first with photographic detection and 
then with spectrophotometric detection. Currently lasers are used as light sources. 

Applications 

Raman spectroscopy is commonly used in chemistry, since vibrational information is specific to the chemical bonds 
and symmetry of molecules. It therefore provides a fingerprint by which the molecule can be identified. For instance, 
the vibrational frequencies of SiO, Si O , and Si O were identified and assigned on the basis of normal coordinate 
analyses using infrared and Raman spectra. The fingerprint region of organic molecules is in the (wavenumber) 
range 500-2000 cm" . Another way that the technique is used is to study changes in chemical bonding, e.g., when a 
substrate is added to an enzyme. 

Raman gas analyzers have many practical applications. For instance, they are used in medicine for real-time 
monitoring of anaesthetic and respiratory gas mixtures during surgery. 

In solid state physics, spontaneous Raman spectroscopy is used to, among other things, characterize materials, 
measure temperature, and find the crystallographic orientation of a sample. As with single molecules, a given solid 
material has characteristic phonon modes that can help an experimenter identify it. In addition, Raman spectroscopy 
can be used to observe other low frequency excitations of the solid, such as plasmons, magnons, and 
superconducting gap excitations. The spontaneous Raman signal gives information on the population of a given 
phonon mode in the ratio between the Stokes (downshifted) intensity and anti-Stokes (upshifted) intensity. 

Raman scattering by an anisotropic crystal gives information on the crystal orientation. The — > polarization of the 
Raman scattered light with respect to the crystal and the polarization of the laser light can be used to find the 
orientation of the crystal, if the crystal structure (specifically, its point group) is known. 
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Raman active fibers, such as aramid and carbon, have vibrational modes that show a shift in Raman frequency with 
applied stress. Polypropylene fibers also exhibit similar shifts. The radial breathing mode is a commonly used 
technique to evaluate the diameter of carbon nanotubes. In nanotechnology, a Raman microscope can be used to 
analyze nano wires to better understand the composition of the structures. 

Spatially-offset Raman spectroscopy (SORS), which is less sensitive to surface layers than conventional Raman, can 
be used to discover counterfeit drugs without opening their internal packaging, and for non-invasive monitoring of 
biological tissue. Raman spectroscopy can be used to investigate the chemical composition of historical documents 
such as the Book of Kells and contribute to knowledge of the social and economic conditions at the time the 
documents were produced. This is especially helpful because Raman spectroscopy offers a non-invasive way to 
determine the best course of preservation or conservation treatment for such materials. 

Raman spectroscopy is being investigated as a means to detect explosives for airport security. 

Microspectroscopy 

Raman spectroscopy offers several advantages for microscopic analysis. Since it is a scattering technique, specimens 
do not need to be fixed or sectioned. Raman spectra can be collected from a very small volume (< 1 urn in diameter); 
these spectra allow the identification of species present in that volume. Water does not generally interfere with 
Raman spectral analysis. Thus, Raman spectroscopy is suitable for the microscopic examination of minerals, 
materials such as polymers and ceramics, cells and proteins. A Raman microscope begins with a standard optical 
microscope, and adds an excitation laser, a monochromator, and a sensitive detector (such as a charge-coupled 
device (CCD), or photomultiplier tube (PMT)). — > FT-Raman has also been used with microscopes. 

In direct imaging, the whole field of view is examined for scattering over a small range of wavenumbers (Raman 
shifts). For instance, a wavenumber characteristic for cholesterol could be used to record the distribution of 
cholesterol within a cell culture. 

The other approach is hyperspectral imaging or — > chemical imaging, in which thousands of Raman spectra are 
acquired from all over the field of view. The data can then be used to generate images showing the location and 
amount of different components. Taking the cell culture example, a hyperspectral image could show the distribution 
of cholesterol, as well as proteins, nucleic acids, and fatty acids. Sophisticated signal- and image-processing 
techniques can be used to ignore the presence of water, culture media, buffers, and other interferents. 

Raman microscopy, and in particular confocal microscopy, has very high spatial resolution. For example, the lateral 
and depth resolutions were 250 nm and 1.7 urn, respectively, using a confocal Raman microspectrometer with the 
632.8 nm line from a He-Ne laser with a pinhole of 100 urn diameter. Since the objective lenses of microscopes 
focus the laser beam to several micrometres in diameter, the resulting photon flux is much higher than achieved in 
conventional Raman setups. This has the added benefit of enhanced fluorescence quenching. However, the high 
photon flux can also cause sample degradation, and for this reason some setups require a thermally conducting 
substrate (which acts as a heat sink) in order to mitigate this process. 

By using Raman microspectroscopy, in vivo time- and space-resolved Raman spectra of microscopic regions of 
samples can be measured. As a result, the fluorescence of water, media, and buffers can be removed. Consequently 
in vivo time- and space-resolved Raman spectroscopy is suitable to examine proteins, cells and organs. 

Raman microscopy for biological and medical specimens generally uses near-infrared (NIR) lasers (785 nm diodes 
and 1064 nm Nd:YAG are especially common). This reduces the risk of damaging the specimen by applying higher 
energy wavelengths. However, the intensity of NIR Raman is low (owing to the co dependence of Raman scattering 
intensity), and most detectors required very long collection times. Recently, more sensitive detectors have become 
available, making the technique better suited to general use. Raman microscopy of inorganic specimens, such as 
rocks and ceramics and polymers, can use a broader range of excitation wavelengths. 
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Polarized analysis 

The — > polarization of the Raman scattered light also contains useful information. This property can be measured 
using (plane) polarized laser excitation and a polarization analyzer. Spectra acquired with the analyzer set at both 
perpendicular and parallel to the excitation plane can be used to calculate the depolarization ratio. Study of the 
technique is pedagogically useful in teaching the connections between group theory, symmetry, Raman activity and 
peaks in the corresponding Raman spectra. 

The spectral information arising from this analysis gives insight into molecular orientation and vibrational symmetry. 
In essence, it allows the user to obtain valuable information relating to the molecular shape, for example in synthetic 
chemistry or polymorph analysis. It is often used to understand macromolecular orientation in crystal lattices, liquid 
crystals or polymer samples. 

Variations 

Several variations of Raman spectroscopy have been developed. The usual purpose is to enhance the sensitivity (e.g., 
surface-enhanced Raman), to improve the spatial resolution (Raman microscopy), or to acquire very specific 
information (resonance Raman). 

• Surface Enhanced Raman Spectroscopy (SERS) - Normally done in a silver or gold colloid or a substrate 
containing silver or gold. Surface plasmons of silver and gold are excited by the laser, resulting in an increase in 
the electric fields surrounding the metal. Given that Raman intensities are proportional to the electric field, there 
is large increase in the measured signal (by up to 10 ). This effect was originally observed by Martin 

rm 

Fleischmann but the prevailing explanation was proposed by Van Duyne in 1977. 

• Resonance Raman spectroscopy - The excitation wavelength is matched to an electronic transition of the 
molecule or crystal, so that vibrational modes associated with the excited electronic state are greatly enhanced. 
This is useful for studying large molecules such as polypeptides, which might show hundreds of bands in 
"conventional" Raman spectra. It is also useful for associating normal modes with their observed frequency 
shifts.™ 

• Surface Enhanced Resonance Raman Spectroscopy (SERRS) - A combination of SERS and resonance Raman 
spectroscopy which uses proximity to a surface to increase Raman intensity, and excitation wavelength matched 
to the maximum absorbance of the molecule being analysed. 

• Hyper Raman - A non-linear effect in which the vibrational modes interact with the second harmonic of the 
excitation beam. This requires very high power, but allows the observation of vibrational modes which are 
normally "silent". It frequently relies on SERS-type enhancement to boost the sensitivity. 

• Spontaneous Raman Spectroscopy - Used to study the temperature dependence of the Raman spectra of 
molecules. 

• Optical Tweezers Raman Spectroscopy (OTRS) - Used to study individual particles, and even biochemical 
processes in single cells trapped by optical tweezers. 

• Stimulated Raman Spectroscopy - A spatially coincedent, two color pulse transfers the population from ground 
to a rovibrationally excited state, if the difference in energy corresponds to an allowed Raman transition, and if 
neither frequency corresponds to an electronic resonance. Two photon UV ionization, applied after the population 
transfer but before relaxation, allows the intra-molecular or inter-molecular Raman spectrum of a gas or 
molecular cluster (indeed, a given conformation of molecular cluster) to be collected. This is a useful molecular 
dynamics technique. 

• Spatially Offset Raman Spectroscopy (SORS) - The Raman scatter is collected from regions laterally offset 

away from the excitation laser spot, leading to significantly lower contributions from the surface layer than with 

ri2i 
traditional Raman spectroscopy. 

• Coherent anti-Stokes Raman spectroscopy (CARS) - Two laser beams are used to generate a coherent 
anti- Stokes frequency beam, which can be enhanced by resonance. 
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• Raman optical activity (ROA) - Measures vibrational optical activity by means of a small difference in the 

intensity of Raman scattering from chiral molecules in right- and left-circularly polarized incident light or, 

ri3i 
equivalently, a small circularly polarized component in the scattered light. 

• Transmission Raman - Allows probing of a significant bulk of a turbid material, such as powders, capsules, 
living tissue, etc. It was largely ignored following investigations in the late 1960s but was rediscovered in 
2006 as a means of rapid assay of pharmaceutical dosage forms. There are also medical diagnostic 
applications. 

• Inverse Raman spectroscopy. 

• Tip-Enhanced Raman Spectroscopy (TERS) - Uses a silver or gold tip to enhance the Raman signals of 
molecules situated in its vicinity. The spatial resolution is approximately the size of the tip apex (20-30 nm). 
TERS has been shown to have sensitivity down to the single molecule level. 

External links 
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• An introduction to Raman spectroscopy 
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• Raman Application examples 

• A introduction on Raman Scattering 

ri2i 

• Chemical Imaging Without Dyeing - Chemical Imaging Without Dyeing 

• DoITPoMS Teaching and Learning Package - Raman Spectroscopy - an introduction, aimed at undergraduate 

level 

T211 

• Raman Spectroscopy Tutorial - A detailed explanation of Raman Spectroscopy including 

Resonance-Enhanced Raman Scattering and Surface-Enhanced Raman Scattering. 

T221 

• The Science Show, ABC Radio National - Interview with Scientist on NASA funded project to build Raman 

Spectrometer for the 2009 Mars mission: a cellular phone size device to detect almost any substance known, with 
commercial <USD$5000 commercial spin-off, prototyped by June 2006. 

• Raman spectroscopy for medical diagnosis from the June 1, 2007 issue of Analytical Chemistry 
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• Spontaneous Raman Scattering (SRS) 
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Fluorescence correlation spectroscopy (FCS) is a common technique used by physicists, chemists, and biologists 
to experimentally characterize the dynamics of fluorescent species (e.g. single fluorescent dye molecules in 
nanostructured materials, autofluorescent proteins in living cells, etc.). Although the name indicates a specific link to 
fluorescence, the method is used today also for exploring other forms of luminescence (like reflections, 
luminescence from gold-beads or quantum dots or phosphorescent species). The "spectroscopy" in the name is not 
readily found as in common usage a spectrum is generally understood to be a frequency spectrum. The 
autocorrelation is a genuine form of spectrum, however: It is the time-spectrum generated from the power spectrum 
(via inverse fourier transform). 

Commonly, FCS is employed in the context of optical microscopy, in particular confocal or two photon microscopy. 
In these techniques light is focused on a sample and the measured fluorescence intensity fluctuations (due to 
diffusion, physical or chemical reactions, aggregation, etc.) are analyzed using the temporal autocorrelation. Because 
the measured property is essentially related to the magnitude and/or the amount of fluctuations, there is an optimum 
measurement regime at the level when individual species enter or exit the observation volume (or turn on and off in 
the volume). When too many entities are measured at the same time the overall fluctuations are small in comparison 
to the total signal and may not be resolvable - in the other direction, if the individual fluctuation-events are too sparse 
in time, one measurement may take prohibitively too long. FCS is in a way the fluorescent counterpart to dynamic 
light scattering, which uses coherent light scattering, instead of (incoherent) fluorescence. 

When an appropriate model is known, FCS can be used to obtain quantitative information such as 

• diffusion coefficients 

• hydrodynamic radii 

• average concentrations 

• kinetic chemical reaction rates 

• singlet-triplet dynamics 

Because fluorescent markers come in a variety of colors and can be specifically bound to a particular molecule (e.g. 
proteins, polymers, metal-complexes, etc.), it is possible to study the behavior of individual molecules (in rapid 
succession in composite solutions). With the development of sensitive detectors such as avalanche photodiodes the 
detection of the fluorescence signal coming from individual molecules in highly dilute samples has become practical. 
With this emerged the possibility to conduct FCS experiments in a wide variety of specimens, ranging from 
materials science to biology. The advent of engineered cells with genetically tagged proteins (like green fluorescent 
protein) has made FCS a common tool for studying molecular dynamics in living cells. 
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History 

Signal-correlation techniques have first been experimentally applied to fluorescence in 1972 by Magde, Elson, and 
Webb , who are therefore commonly credited as the "inventors" of FCS. The technique was further developed in a 
group of papers by these and other authors soon after, establishing the theoretical foundations and types of 
applications. See Thompson (1991) for a review of that period. 

Beginning in 1993 , a number of improvements in the measurement techniques—notably using confocal 
microscopy, and then two photon microscopy—to better define the measurement volume and reject background 
greatly improved the signal-to-noise and allowed single molecule sensitivity. Since then, there has been a 

renewed interest in FCS, and as of August 2007 there has been over 3,000 papers using FCS found in Web of 
Science. See Krichevsky and Bonnet for a recent review. In addition, there has been a flurry of activity extending 
FCS in various ways, for instance to laser scanning and spinning disk confocal microscopy (from a stationary, single 
point measurement), in using cross-correlation (FCCS) between two fluorescent channels instead of autocorrelation, 
and in using Forster Resonance Energy Transfer (FRET) instead of fluorescence. 

Typical FCS setup 

The typical FCS setup consists of a laser line (wavelengths ranging typically from 405 - 633 nm (cw), and from 690 
- 1100 nm (pulsed)), which is reflected into a microscope objective by a dichroic mirror. The laser beam is focused 
in the sample, which contains fluorescent particles (molecules) in such high dilution, that only few are within the 
focal spot (usually 1-100 molecules in one fL). When the particles cross the focal volume, they fluoresce. This light 
is collected by the same objective and, because it is red-shifted with respect to the excitation light it passes the 
dichroic reaching a detector, typically a photomultiplier tube or avalanche photodiode detector. The resulting 
electronic signal can be stored either directly as an intensity versus time trace to be analyzed at a later point, or, 
computed to generate the autocorrelation directly (which requires special acquisition cards). The FCS curve by itself 
only represents a time- spectrum. Conclusions on physical phenomena have to be extracted from there with 
appropriate models. The parameters of interest are found after fitting the autocorrelation curve to modeled functional 
forms. The setup is shown in Figure 1. 

The Measurement Volume 

The measurement volume is a convolution of illumination (excitation) and detection geometries, which result from 
the optical elements involved. The resulting volume is described mathematically by the point spread function (or 
PSF), it is essentially the image of a point source. The PSF is often described as an ellipsoid (with unsharp 
boundaries) of few hundred nanometers in focus diameter, and almost one micrometre along the optical axis. The 
shape varies significantly (and has a large impact on the resulting FCS curves) depending on the quality of the 
optical elements (it is crucial to avoid astigmatism and to check the real shape of the PSF on the instrument). In the 
case of confocal microscopy, and for small pinholes (around one Airy unit), the PSF is well approximated by 
Gaussians: 

PSF(r,z) = j oe -2r 2 /< e -2* 2 /^ 
where To is the peak intensity, r and z are radial and axial position, and ^ y and c^ z are the radial and axial radii, 
and cv z > &xy • This Gaussian form is assumed in deriving the functional form of the autocorrelation. 
Typically ^yis 200-300 nm, and CJ z is 2-6 times larger. One common way of calibrating the measurement 
volume parameters is to perform FCS on a species with known diffusion coefficient and concentration (see below). 
Diffusion coefficients for common fluorophores in water are given in a later section. 

The Gaussian approximation works to varying degrees depending on the optical details, and corrections can 

ri2i 

sometimes be applied to offset the errors in approximation. 
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Autocorrelation Function 

The (temporal) autocorrelation function is the correlation of a time series with itself shifted by time r , as a function 

of r: 

= (SI(t)5I(t + r)) = (I(t)I(t + r)) _ 

where Sl(t) = I(t) — {I(t)) is the deviation from the mean intensity. The normalization (denominator) here is 
the most commonly used for FCS, because then the correlation at 7- = Q, G(0), is related to the average number of 
particles in the measurement volume. 

Interpreting the Autocorrelation Function 

To extract quantities of interest, the autocorrelation data can be fitted, typically using a nonlinear least squares 
algorithm. The fit's functional form depends on the type of dynamics (and the optical geometry in question). 

Normal Diffusion 

The fluorescent particles used in FCS are small and thus experience thermal motions in solution. The simplest FCS 
experiment is thus normal 3D diffusion, for which the autocorrelation is: 

{l + (r/r D )){l + a z {r/r D )y/ z 
where a = uj z /uj xy is the ratio of axial to radial e ~ 2 radii of the measurement volume, and T&is the 

characteristic residence time. This form was derived assuming a Gaussian measurement volume. Typically, the fit 
would have three free parameters--G(O), G(oc), and To --from which the diffusion coefficient and fluorophore 

concentration can be obtained. 

With the normalization used in the previous section, G(0) gives the mean number of diffusers in the volume <N>, or 

equivalently— with knowledge of the observation volume size—the mean concentration: 

G ^ = <iV> = V eff < C > ' 

where the effective volume is found from integrating the Gaussian form of the measurement volume and is given by: 

V eff = n 3 / 2 u; 2 xy uj z . 

T~D gives the diffusion coefficient: D = Cl> ,/4td. 

Anomalous diffusion 

If the diffusing particles are hindered by obstacles or pushed by a force (molecular motors, flow, etc.) the dynamics 
is often not sufficiently well-described by the normal diffusion model, where the mean squared displacement (MSD) 
grows linearly with time. Instead the diffusion may be better described as anomalous diffusion, where the temporal 
dependenc of the MSD is non-linear as in the power-law: 

MSD = 6D a r 

where D a is an anomalous diffusion coefficient. "Anomalous diffusion" commonly refers only to this very generic 

model, and not the many other possibilities that might be described as anomalous. Also, a power law is, in a strict 

sense, the expected form only for a narrow range of rigorously defined systems, for instance when the distribution of 

obstacles is fractal. Nonetheless a power law can be a useful approximation for a wider range of systems. 

The FCS autocorrelation function for anomalous diffusion is: 

G(t) = G(0)- —. . . * -. . . — + G(oo), 
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where the anomalous exponent a is the same as above, and becomes a free parameter in the fitting. 

Using FCS, the anomalous exponent has been shown to be an indication of the degree of molecular crowding (it is 

ri3i 

less than one and smaller for greater degrees of crowding) 

Polydisperse diffusion 

If there are diffusing particles with different sizes (diffusion coefficients), it is common to fit to a function that is the 
sum of single component forms: 

G(r) = G(0) J2 7TT7 / WTT -2/ / ui/2 + G (°°) 

where the sum is over the number different sizes of particle, indexed by i, and OLi gives the weighting, which is 
related to the quantum yield and concentration of each type. This introduces new parameters, which makes the fitting 
more difficult as a higher dimensional space must be searched. Nonlinear least square fitting typically becomes 
unstable with even a small number of TD,i s. A more robust fitting scheme, especially useful for polydisperse 

ri4i 

samples, is the Maximum Entropy Method 

Diffusion with flow 

With diffusion together with a uniform flow with velocity v in the lateral direction, the autocorrelation is : 

(1 + (r/r D ))(l + a 2 {r/r D )) i / z 1 + r/r D 

where r v = ou xy /v is the average residence time if there is only a flow (no diffusion). 

Chemical relaxation 

A wide range of possible FCS experiments involve chemical reactions that continually fluctuate from equilibrium 
because of thermal motions (and then "relax"). In contrast to diffusion, which is also a relaxation process, the 
fluctuations cause changes between states of different energies. One very simple system showing chemical relaxation 
would be a stationary binding site in the measurement volume, where particles only produce signal when bound (e.g. 
by FRET, or if the diffusion time is much faster than the sampling interval). In this case the autocorrelation is: 

G(t) = G(0) exp(-r/r s ) + G(oo) 
where 

t B = (kon + fco//)" 1 

is the relaxation time and depends on the reaction kinetics (on and off rates), and: 

is related to the equilibrium constant K. 

Most systems with chemical relaxation also show measureable diffusion as well, and the autocorrelation function 
will depend on the details of the system. If the diffusion and chemical reaction are decoupled, the combined 
autocorrelation is the product of the chemical and diffusive autocorrelations. 

Triplet State Correction 

The autocorrelations above assume that the fluctuations are not due to changes in the fluorescent properties of the 
particles. However, for the majority of (bio)organic fluorophores— e.g. green fluorescent protein, rhodamine, Cy3 and 
Alexa Fluor dyes—some fraction of illuminated particles are excited to a triplet state (or other non-radiative decaying 
states) and then do not emit photons for a characteristic relaxation time Tp. Typically 7>is on the order of 
microseconds, which is usually smaller than the dynamics of interest (e.g. Tjj ) but large enough to be measured. A 



FCS 



44 



multiplicative term is added to the autocorrelation account for the triplet state. For normal diffusion: 
1 - F + Fe~ T l TF 1 



G(r) = G(0)- 



+ G(oo) 



1-F (1 + (r/r Ai ))(l + a- 2 (r/r D>J ))V2 

where ^is the fraction of particles that have entered the triplet state and Tpis the corresponding triplet state 
relaxation time. If the dynamics of interest are much slower than the triplet state relaxation, the short time 
component of the autocorrelation can simply be truncated and the triplet term is unnecessary. 



Common fluorescent probes 

The fluorescent species used in FCS is typically a biomolecule of interest that has been tagged with a fluorophore 
(using immunohistochemistry for instance), or is a naked fluorophore that is used to probe some environment of 
interest (e.g. the cytoskeleton of a cell). The following table gives diffusion coefficients of some common 
fluorophores in water at room temperature, and their excitation wavelengths. 



Fluorescent dye 


ZMxlO'^mV 1 ) 


Excitation wavelength (nm) 


Reference 


Rhodamine 6G 


2.8, 3.0, 4.14 ±0.05 @ 25.00 °C 


514 


[16] [17] 
[18] ' 


Rhodamine 110 


2.7 


488 


[19] 


Tetramethyl rhodamine 


2.6 


543 




Cy3 


2.8 


543 




Cy5 


2.5, 3.7 ±0.15 @ 25.00 °C 


633 


[20] [21] 


carboxyfluorescein 


3.2 


488 




Alexa-488 


1.96 


488 


[22] 


Atto655-maleimide 


4.07 ±0.1 @ 25.00 °C 


663 


[23] 


Atto655-carboxylicacid 


4.26 ± 0.08 @ 25.00 °C 


663 


[24] 


2', 7'-difluorofluorescein (Oregon Green488) 


4.11 ± 0.06 @ 25.00 °C 


498 


[25] 



Variations of FCS 

FCS almost always refers to the single point, single channel, temporal autocorrelation measurement, although the 
term "fluorescence correlation spectroscopy" out of its historical scientific context implies no such restriction. FCS 
has been extended in a number of variations by different researchers, with each extension generating another name 
(usually an acronym). 



Fluorescence Cross-Correlation Spectroscopy (FCCS) 

FCS is sometimes used to study molecular interactions using differences in diffusion times (e.g. the product of an 
association reaction will be larger and thus have larger diffusion times than the reactants individually); however, 
FCS is relatively insensitive to molecular mass as can be seen from the following equation relating molecular mass 
to the diffusion time of globular particles (e.g. proteins): 



T D 



2kf 



xy 



(M) 



1/3 



where Tj is the viscosity of the sample and M is the molecular mass of the fluorescent species. In practice, the 
diffusion times need to be sufficiently different—a factor of at least 1.6— which means the molecular masses must 
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differ by a factor of 4. Dual color — » fluorescence cross-correlation spectroscopy (FCCS) measures interactions 
by cross-correlating two or more fluorescent channels (one channel for each reactant), which distinguishes 
interactions more sensitively than FCS, particularly when the mass change in the reaction is small. 

Two- and three- photon FCS excitation 

Several advantages in both spatial resolution and minimizing photodamage/photobleaching in organic and/or 

T271 T281 T291 T301 T311 
biological samples are obtained by two-photon or three-photon excitation FCS 

FRET-FCS 

Another FCS based approach to studying molecular interactions uses fluorescence resonance energy transfer (FRET) 

T321 
instead of fluorescence, and is called FRET-FCS. With FRET, there are two types of probes, as with FCCS; 

however, there is only one channel and light is only detected when the two probes are very close—close enough to 

ensure an interaction. The FRET signal is weaker than with fluorescence, but has the advantage that there is only 

signal during a reaction (aside from autofluorescence). 

Image Correlation Spectroscopy (ICS) 

When the motion is slow (in biology, for example, diffusion in a membrane), getting adequate statistics from a 
single-point FCS experiment may take a prohibitively long time. More data can be obtained by performing the 

experiment in multiple spatial points in parallel, using a laser scanning confocal microscope. This approach has been 

T331 
called Image Correlation Spectroscopy (ICS) . The measurements can then be averaged together. 

Another variation of ICS performs a spatial autocorrelation on images, which gives information about the 
concentration of particles . The correlation is then averaged in time. 

A natural extension of the temporal and spatial correlation versions is spatio-temporal ICS (STICS) .In STICS 
there is no explicit averaging in space or time (only the averaging inherent in correlation). In systems with 
non-isotropic motion (e.g. directed flow, asymmetric diffusion), STICS can extract the directional information. A 
variation that is closely related to STICS (by the Fourier transform) is k-space Image Correlation Spectroscopy 

(kICS). [36] 

There are cross-correlation versions of ICS as well. 

Scanning FCS variations 

Some variations of FCS are only applicable to serial scanning laser microscopes. Image Correlation Spectroscopy 
and its variations all were implemented on a scanning confocal or scanning two photon microscope, but transfer to 
other microscopes, like a spinning disk confocal microscope. Raster ICS (RICS) , and position sensitive FCS 
(PSFCS) incorporate the time delay between parts of the image scan into the analysis. Also, low dimensional 
scans (e.g. a circular ring) L —only possible on a scanning system—can access time scales between single point and 
full image measurements. Scanning path has also been made to adaptively follow particles. 

Spinning disk FCS, and spatial mapping 

Any of the image correlation spectroscopy methods can also be performed on a spinning disk confocal microscope, 
which in practice can obtain faster imaging speeds compared to a laser scanning confocal microscope. This approach 
has recently been applied to diffusion in a spatially varying complex environment, producing a pixel resolution map 
of diffusion coefficient. . The spatial mapping of diffusion with FCS has subsequently been extended to TIRF 
system. Spatial mapping of dynamics using correlation techniques had been applied before, but only at sparse 
points or at coarse resolution 
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Total internal reflection FCS 

Total internal reflection fluorescence (TIRF) is a microscopy approach that is only sensitive to a thin layer near the 
surface of a coverslip, which greatly minimizes background fluorscence. FCS has been extended to that type of 
microscope, and is called TIR-FCS . Because the fluorescence intensity in TIRF falls off exponentially with 
distance from the coverslip (instead of as a Gaussian with a confocal), the autocorrelation function is different. 

Other fluorescent dynamical approaches 

There are two main non-correlation alternatives to FCS that are widely used to study the dynamics of fluorescent 
species. 

Fluorescence recovery after photobleaching (FRAP) 

In FRAP, a region is briefly exposed to intense light, irrecoverably photobleaching fluorophores, and the 
fluorescence recovery due to diffusion of nearby (non-bleached) fluorophores is imaged. A primary advantage of 
FRAP over FCS is the ease of interpreting qualitative experiments common in cell biology. Differences between cell 
lines, or regions of a cell, or before and after application of drug, can often be characterized by simple inspection of 
movies. FCS experiments require a level of processing and are more sensitive to potentially confounding influences 
like: rotational diffusion, vibrations, photobleaching, dependence on illumination and fluorescence color, inadequate 
statistics, etc. It is much easier to change the measurement volume in FRAP, which allows greater control. In 
practice, the volumes are typically larger than in FCS. While FRAP experiments are typically more qualitative, some 
researchers are studying FRAP quantitatively and including binding dynamics. A disadvantage of FRAP in cell 
biology is the free radical perturbation of the cell caused by the photobleaching. It is also less versatile, as it cannot 
measure concentration or rotational diffusion, or co-localization. FRAP requires a significantly higher concentration 
of fluorophores than FCS. 

Particle tracking 

In particle tracking, the trajectories of a set of particles are measured, typically by applying particle tracking 
algorithms to movies. [46] Particle tracking has the advantage that all the dynamical information is maintained in the 
measurement, unlike FCS where correlation averages the dynamics to a single smooth curve. The advantage is 
apparent in systems showing complex diffusion, where directly computing the mean squared displacement allows 
straightforward comparison to normal or power law diffusion. To apply particle tracking, the particles have to be 
distinguishable and thus at lower concentration than required of FCS. Also, particle tracking is more sensitive to 
noise, which can sometimes affect the results unpredictably. 

See also 

• Confocal microscopy 

• — > Fluorescence cross-correlation spectroscopy 

• FRET 

• Dynamic light scattering 

• Diffusion coefficient 
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External links 

[47] 

• Single-molecule spectroscopic methods 

• FCS Classroom [48] 
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FCCS 



Fluorescence cross-correlation spectroscopy (FCCS) was introduced by Eigen and Rigler in 1994 and 
experimentally realized by Schwille in 1997. It extends the — > fluorescence correlation spectroscopy (FCS) 
procedure by introducing high sensitivity for distinguishing fluorescent particles which have a similar diffusion 
coefficient. FCCS uses two species which are independently labelled with two spectrally separated fluorescent 
probes. These fluorescent probes are excited and detected by two different laser light sources and detectors 
commonly known as green and red respectively. Both laser light beams are focused into the sample and tuned so that 
they overlap to form a superimposed confocal observation volume. 

The normalized cross-correlation function is defined for two fluorescent species Q and J{ which are independent 
green, G and red, R channels as follows: 

r M 1 , < 6I G (t)6I R (t + t) > < I G (t)I R (t + T) > 
GR{T) + < I G (t) X I R (t) > < I G (t) X I R (t) > 

where differential fluorescent signals 51 q at a specific time, t and 51 r at a delay time, r later is correlated with 
each other. 

Modeling 

Cross-correlation curves are modeled according to a slightly more complicated mathematical function than applied 
in FCS. First of all, the effective superimposed observation volume in which the G and R channels form a single 
observation volume, V e ff^Q in the solution: 

v eff , RG = 7r 3 / 2 « G + <*)« G + < R )VV2 3 /s 

2 2 

where uj x Q and ou R are radial parameters and ^Gand ^z,Rare the axial parameters for the G and R 

channels respectively. 

The diffusion time, ^~D,GR for a doubly (G and R) fluorescent species is therefore described as follows: 



tdjgr — 



Up 1 r* + Cl> 2 d 
^xy.G ' ^xy,R 



8D GR 
where Dqr is the diffusion coefficient of the doubly fluorescent particle. 

The cross-correlation curve generated from diffusing doubly labelled fluorescent particles can be modelled in 
separate channels as follows: 

(< C G > Diff k (r)+ < C GR > Diff k (r)) 



G g (t) = 1 + 
G r (t) = 1 + 



Veff,GR(< C G > + < C GR >f 

(< C R > Diff k (r)+ < C GR > Differ)) 



V eff , GR (< C R > + < C GR >f 
In the ideal case, the cross-correlation function is proportional to the concentration of the doubly labeled fluorescent 
complex: 

Q n== 1+ < C GR > Diff GR {T) 

GR{ > V eff (< C G > + < C GR >)(< C R > + < C GR >) 

with Differ) = (1 _^ )(1 2( _^ )1/2 

Contrary to FCS, the intercept of the cross-correlation curve does not yield information about the doubly labelled 
fluorescent particles in solution. 



FCCS 50 

See also 

• — > Fluorescence correlation spectroscopy 

• Dynamic light scattering 

• Fluorescence spectroscopy 

• Diffusion coefficient 



External links 

• FCS Classroom [48] 

Polarization 



Polarization (also polarisation) is a property of waves that describes the orientation of their oscillations. This article 
primarily covers the polarization of electromagnetic waves such as light, although other types of wave also exhibit 
polarization. 

By convention, the polarization of light is described by specifying the direction of the wave's electric field. When 
light travels in free space, in most cases it propagates as a transverse wave — the polarization is perpendicular to the 
wave's direction of travel. In this case, the electric field may be oriented in a single direction (linear polarization), or 
it may rotate as the wave travels (circular or elliptical polarization). In the latter cases, the oscillations can rotate 
rightward or leftward in the direction of travel, and which of those two rotations is present in a wave is called the 
wave's chirality or handedness. In general the polarization of an electromagnetic (EM) wave is a complex issue. For 
instance in a waveguide such as an optical fiber, or for radially polarized beams in free space , the description of 
the wave's polarization is more complicated, as the fields can have longitudinal as well as transverse components. 
Such EM waves are either TM or hybrid modes. 

For longitudinal waves such as sound waves in fluids, the direction of oscillation is by definition along the direction 
of travel, so there is no polarization. In a solid medium, however, sound waves can be transverse. In this case, the 
polarization is associated with the direction of the shear stress in the plane perpendicular to the propagation 
direction. This is important in seismology. 

Polarization is significant in areas of science and technology dealing with wave propagation, such as optics, 
seismology, telecommunications and radar science. The polarization of light can be measured with a polarimeter. 

Theory 

Basics: plane waves 

The simplest manifestation of polarization to visualize is that of a plane wave, which is a good approximation of 
most light waves (a plane wave is a wave with infinitely long and wide wavefronts). For plane waves Maxwell's 
equations, specifically Gauss's laws impose the transversality requirement that the electric and magnetic field be 
perpendicular to the direction of propagation and to each other. Conventionally, when considering polarization, the 
electric field vector is described and the magnetic field is ignored since it is perpendicular to the electric field and 
proportional to it. The electric field vector of a plane wave may be arbitrarily divided into two perpendicular 
components labeled x and y (with z indicating the direction of travel). For a simple harmonic wave, where the 
amplitude of the electric vector varies in a sinusoidal manner in time, the two components have exactly the same 
frequency. However, these components have two other defining characteristics that can differ. First, the two 
components may not have the same amplitude. Second, the two components may not have the same phase, that is 
they may not reach their maxima and minima at the same time. Mathematically, the electric field of a plane wave can 
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be written as, 

E(r, t) = Re [(A*, A y ■ e* 0) e i{ - kz ~^] 
or alternatively, 

E{f^ t) = (A x • cos(kz — ujt), A y ■ cos(kz — ut + 0), 0) 
where A x and A y are the amplitudes of the x and y directions and (f) is the relative phase between the two 
components. 



Polarization state 

The shape traced out in a fixed plane by the electric vector as such a plane wave passes over it (a Lissajous figure) is 
a description of the polarization state. The following figures show some examples of the evolution of the electric 
field vector (blue), with time(the vertical axes), at a particular point in space, along with its x and y components 
(red/left and green/right), and the path traced by the tip of the vector in the plane (purple): The same evolution would 
occur when looking at the electric field at a particular time while evolving the point in space, along the direction 
opposite to propagation. 




Linear 
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Circular 
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Elliptical 

In the leftmost figure above, the two orthogonal (perpendicular) components are in phase. In this case the ratio of the 
strengths of the two components is constant, so the direction of the electric vector (the vector sum of these two 
components) is constant. Since the tip of the vector traces out a single line in the plane, this special case is called 
linear polarization. The direction of this line depends on the relative amplitudes of the two components. 

In the middle figure, the two orthogonal components have exactly the same amplitude and are exactly ninety degrees 
out of phase. In this case one component is zero when the other component is at maximum or minimum amplitude. 
There are two possible phase relationships that satisfy this requirement: the x component can be ninety degrees ahead 
of the y component or it can be ninety degrees behind the y component. In this special case the electric vector traces 
out a circle in the plane, so this special case is called circular polarization. The direction the field rotates in, depends 
on which of the two phase relationships exists. These cases are called right-hand circular polarization and left-hand 
circular polarization, depending on which way the electric vector rotates. 

Another case is when the two components are not in phase and either do not have the same amplitude or are not 
ninety degrees out of phase, though their phase offset and their amplitude ratio are constant. This kind of 
polarization is called elliptical polarization because the electric vector traces out an ellipse in the plane (the 
polarization ellipse). This is shown in the above figure on the right. 

The "Cartesian" decomposition of the electric field into x and y components is, of course, arbitrary. Plane waves of 
any polarization can be described instead by combining any two orthogonally polarized waves, for instance waves of 
opposite circular polarization. The Cartesian polarization decomposition is natural when dealing with reflection from 
surfaces, birefringent materials, or synchrotron radiation. The circularly polarized modes are a more useful basis for 
the study of light propagation in stereoisomers. 

Though this section discusses polarization for idealized plane waves, all the above is a very accurate description for 
most practical optical experiments which use TEM modes, including Gaussian optics. 
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Unpolarized light 

Most sources of electromagnetic radiation contain a large number of atoms or molecules that emit light. The 
orientation of the electric fields produced by these emitters may not be correlated, in which case the light is said to 
be unpolarized. If there is partial correlation between the emitters, the light is partially polarized. If the polarization 
is consistent across the spectrum of the source, partially polarized light can be described as a superposition of a 
completely unpolarized component, and a completely polarized one. One may then describe the light in terms of the 
degree of polarization, and the parameters of the polarization ellipse. 



Parameterization 

For ease of visualization, polarization states are often 
specified in terms of the polarization ellipse, 
specifically its orientation and elongation. A common 
parameterization uses the azimuth angle, ip (the angle 
between the major semi-axis of the ellipse and the 
x-axis) and the ellipticity, 8 (the major- to-minor-axis 
ratio), also known as the axial ratio. An 

ellipticity of infinity corresponds to linear polarization 
and an ellipticity of 1 corresponds to circular 
polarization. The arccotangent of the ellipticity, 
X = arccot 8 (the "ellipticity angle"), is also commonly 
used. An example is shown in the diagram to the right. 
An alternative to the ellipticity or ellipticity angle is the 
eccentricity, however unlike the azimuth angle and 
ellipticity angle, the latter has no obvious geometrical 
interpretation in terms of the Poincare sphere (see 
below). 

Full information on a completely polarized state is also provided by the amplitude and phase of oscillations in two 
components of the electric field vector in the plane of polarization. This representation was used above to show how 
different states of polarization are possible. The amplitude and phase information can be conveniently represented as 
a two-dimensional complex vector (the Jones vector): 

J0i~ 




e = 



a 2 e v 



Here &iand &2 denote the amplitude of the wave in the two components of the electric field vector, while ^ x and 
#2 represent the phases. The product of a Jones vector with a complex number of unit modulus gives a different 
Jones vector representing the same ellipse, and thus the same state of polarization. The physical electric field, as the 
real part of the Jones vector, would be altered but the polarization state itself is independent of absolute phase. The 
basis vectors used to represent the Jones vector need not represent linear polarization states (i.e. be real). In general 
any two orthogonal states can be used, where an orthogonal vector pair is formally defined as one having a zero 
inner product. A common choice is left and right circular polarizations, for example to model the different 
propagation of waves in two such components in circularly birefringent media (see below) or signal paths of 
coherent detectors sensitive to circular polarization. 
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Reflection of a plane wave from a surface 

perpendicular to the page. The p-components of 

the waves are in the plane of the page, while the s 

components are perpendicular to it. 



Regardless of whether polarization ellipses are represented using 

geometric parameters or Jones vectors, implicit in the parameterization 

is the orientation of the coordinate frame. This permits a degree of 

freedom, namely rotation about the propagation direction. When 

considering light that is propagating parallel to the surface of the Earth, 

the terms "horizontal" and "vertical" polarization are often used, with 

the former being associated with the first component of the Jones 

vector, or zero azimuth angle. On the other hand, in astronomy the 

equatorial coordinate system is generally used instead, with the zero 

azimuth (or position angle, as it is more commonly called in astronomy 

to avoid confusion with the horizontal coordinate system) corresponding to due north. Another coordinate system 

frequently used relates to the plane made by the propagation direction and a vector normal to the plane of a reflecting 

surface. This is known as the plane of incidence. The rays in this plane are illustrated in the diagram to the right. The 

component of the electric field parallel to this plane is termed p-like (parallel) and the component perpendicular to 

this plane is termed s-like (from senkrecht, German for perpendicular). Light with a p-like electric field is said to be 

p-polarized, pi-polarized, tangential plane polarized, or is said to be a transverse-magnetic (TM) wave. Light with 

an s-like electric field is s-polarized, also known as sigma-polarized or sagittal plane polarized, or it can be called a 

transverse-electric (TE) wave. 



In the case of partially -polarized radiation, the Jones vector varies in time and space in a way that differs from the 
constant rate of phase rotation of monochromatic, purely-polarized waves. In this case, the wave field is likely 
stochastic, and only statistical information can be gathered about the variations and correlations between components 
of the electric field. This information is embodied in the coherency matrix: 



* = (eet) 



e x e\ 



e x e\ 
e 2 e\ 



0-1 



a^e 



1(01-02)' 



-*(0i-0a) 



a~ 



where angular brackets denote averaging over many wave cycles. Several variants of the coherency matrix have been 
proposed: the Wiener coherency matrix and the spectral coherency matrix of Richard Barakat measure the coherence 
of a spectral decomposition of the signal, while the Wolf coherency matrix averages over all time/frequencies. 

The coherency matrix contains all of the information on polarization that is obtainable using second order statistics. 
It can be decomposed into the sum of two idempotent matrices, corresponding to the eigenvectors of the coherency 
matrix, each representing a polarization state that is orthogonal to the other. An alternative decomposition is into 
completely polarized (zero determinant) and unpolarized (scaled identity matrix) components. In either case, the 
operation of summing the components corresponds to the incoherent superposition of waves from the two 
components. The latter case gives rise to the concept of the "degree of polarization"; i.e., the fraction of the total 
intensity contributed by the completely polarized component. 

The coherency matrix is not easy to visualize, and it is therefore common to describe incoherent or partially 
polarized radiation in terms of its total intensity (/), (fractional) degree of polarization (p), and the shape parameters 
of the polarization ellipse. An alternative and mathematically convenient description is given by the Stokes 
parameters, introduced by George Gabriel Stokes in 1852. The relationship of the Stokes parameters to intensity and 
polarization ellipse parameters is shown in the equations and figure below. 
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Poincare sphere diagram 



Si = Ip COS 2lj) COS 2% 

S2 = Ip sin 2i/j cos 2% 

5a = Ip sin2x 
Here //?, 2ip and 2/ are the spherical coordinates of the polarization state in the three-dimensional space of the last 
three Stokes parameters. Note the factors of two before ip and % corresponding respectively to the facts that any 
polarization ellipse is indistinguishable from one rotated by 180°, or one with the semi-axis lengths swapped 
accompanied by a 90° rotation. The Stokes parameters are sometimes denoted /, Q, U and V. 

The Stokes parameters contain all of the information of the coherency matrix, and are related to it linearly by means 
of the identity matrix plus the three Pauli matrices: 

* = 2l^ s 5 u h where 
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Mathematically, the factor of two relating physical angles to their counterparts in Stokes space derives from the use 
of second-order moments and correlations, and incorporates the loss of information due to absolute phase invariance. 

The figure above makes use of a convenient representation of the last three Stokes parameters as components in a 
three-dimensional vector space. This space is closely related to the Poincare sphere, which is the spherical surface 
occupied by completely polarized states in the space of the vector 



u = 



1 



Si 

S3 



All four Stokes parameters can also be combined into the four-dimensional Stokes vector, which can be interpreted 
as four- vectors of Minkowski space. In this case, all physically realizable polarization states correspond to time-like, 
future-directed vectors. 



Polarization 



57 



Propagation, reflection and scattering 

In a vacuum, the components of the electric field propagate at the speed of light, so that the phase of the wave varies 
in space and time while the polarization state does not. That is, 

e(z + Az,t + At) = e(z, ty k(cAt ~ Az \ 
where k is the wavenumber and positive z is the direction of propagation. As noted above, the physical electric vector 
is the real part of the Jones vector. When electromagnetic waves interact with matter, their propagation is altered. If 
this depends on the polarization states of the waves, then their polarization may also be altered. 

In many types of media, electromagnetic waves may be decomposed into two orthogonal components that encounter 
different propagation effects. A similar situation occurs in the signal processing paths of detection systems that 
record the electric field directly. Such effects are most easily characterized in the form of a complex 2x2 
transformation matrix called the Jones matrix: 

e' = Je. 

In general the Jones matrix of a medium depends on the frequency of the waves. 
For propagation effects in two orthogonal modes, the Jones matrix can be written as 

0" 



J = T 



9\ 





92 



where g and g are complex numbers representing the change in amplitude and phase caused in each of the two 
propagation modes, and T is a unitary matrix representing a change of basis from these propagation modes to the 
linear system used for the Jones vectors. For those media in which the amplitudes are unchanged but a differential 
phase delay occurs, the Jones matrix is unitary, while those affecting amplitude without phase have Hermitian Jones 
matrices. In fact, since any matrix may be written as the product of unitary and positive Hermitian matrices, any 
sequence of linear propagation effects, no matter how complex, can be written as the product of these two basic 
types of transformations. 

Paths taken by vectors in the Poincare sphere under birefringence. The 
propagation modes (rotation axes) are shown with red, blue, and 
yellow lines, the initial vectors by thick black lines, and the paths they 
take by colored ellipses (which represent circles in three dimensions). 

Media in which the two modes accrue a differential delay are called 
birefringent. Well known manifestations of this effect appear in optical 
wave plates/retarders (linear modes) and in Faraday rotation/optical 
rotation (circular modes). An easily visualized example is one where 
the propagation modes are linear, and the incoming radiation is linearly 
polarized at a 45° angle to the modes. As the phase difference starts to 
appear, the polarization becomes elliptical, eventually changing to 
purely circular polarization (90° phase difference), then to elliptical 
and eventually linear polarization (180° phase) with an azimuth angle perpendicular to the original direction, then 
through circular again (270° phase), then elliptical with the original azimuth angle, and finally back to the original 
linearly polarized state (360° phase) where the cycle begins anew. In general the situation is more complicated and 
can be characterized as a rotation in the Poincare sphere about the axis defined by the propagation modes (this is a 
consequence of the isomorphism of SU(2) with SO(3)). Examples for linear (blue), circular (red), and elliptical 
(yellow) birefringence are shown in the figure on the left. The total intensity and degree of polarization are 
unaffected. If the path length in the birefringent medium is sufficient, plane waves will exit the material with a 
significantly different propagation direction, due to refraction. For example, this is the case with macroscopic 
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crystals of calcite, which present the viewer with two offset, orthogonally polarized images of whatever is viewed 
through them. It was this effect that provided the first discovery of polarization, by Erasmus Bartholinus in 1669. In 
addition, the phase shift, and thus the change in polarization state, is usually frequency dependent, which, in 
combination with dichroism, often gives rise to bright colors and rainbow-like effects. 

Media in which the amplitude of waves propagating in one of the modes is reduced are called dichroic. Devices that 
block nearly all of the radiation in one mode are known as polarizing filters or simply "polarizers". In terms of the 
Stokes parameters, the total intensity is reduced while vectors in the Poincare sphere are "dragged" towards the 
direction of the favored mode. Mathematically, under the treatment of the Stokes parameters as a Minkowski 

4-vector, the transformation is a scaled Lorentz boost (due to the isomorphism of SL(2,C) and the restricted Lorentz 

2 2 2 2 
group, SO(3,l)). Just as the Lorentz transformation preserves the proper time, the quantity det W = S -S -S -S 

is invariant within a multiplicative scalar constant under Jones matrix transformations (dichroic and/or birefringent). 

In birefringent and dichroic media, in addition to writing a Jones matrix for the net effect of passing through a 
particular path in a given medium, the evolution of the polarization state along that path can be characterized as the 
(matrix) product of an infinite series of infinitesimal steps, each operating on the state produced by all earlier 
matrices. In a uniform medium each step is the same, and one may write 

J = Je D , 

where / is an overall (real) gain/loss factor. Here D is a traceless matrix such that aDe gives the derivative of e with 
respect to z. If D is Hermitian the effect is dichroism, while a unitary matrix models birefringence. The matrix D can 
be expressed as a linear combination of the Pauli matrices, where real coefficients give Hermitian matrices and 
imaginary coefficients give unitary matrices. The Jones matrix in each case may therefore be written with the 
convenient construction 

J b = J b e^- h and J r = J r e^ A , 
where a is a 3-vector composed of the Pauli matrices (used here as generators for the Lie group SL(2,C)) and n and 
m are real 3 -vectors on the Poincare sphere corresponding to one of the propagation modes of the medium. The 
effects in that space correspond to a Lorentz boost of velocity parameter 2(3 along the given direction, or a rotation of 
angle 2cp about the given axis. These transformations may also be written as biquaternions (quaternions with 
complex elements), where the elements are related to the Jones matrix in the same way that the Stokes parameters 
are related to the coherency matrix. They may then be applied in pre- and post-multiplication to the quaternion 
representation of the coherency matrix, with the usual exploitation of the quaternion exponential for performing 
rotations and boosts taking a form equivalent to the matrix exponential equations above. (See Quaternion rotation) 

In addition to birefringence and dichroism in extended media, polarization effects describable using Jones matrices 
can also occur at (reflective) interface between two materials of different refractive index. These effects are treated 
by the Fresnel equations. Part of the wave is transmitted and part is reflected, with the ratio depending on angle of 
incidence and the angle of refraction. In addition, if the plane of the reflecting surface is not aligned with the plane of 
propagation of the wave, the polarization of the two parts is altered. In general, the Jones matrices of the reflection 
and transmission are real and diagonal, making the effect similar to that of a simple linear polarizer. For unpolarized 
light striking a surface at a certain optimum angle of incidence known as Brewster's angle, the reflected wave will be 
completely ^-polarized. 

Certain effects do not produce linear transformations of the Jones vector, and thus cannot be described with 
(constant) Jones matrices. For these cases it is usual instead to use a 4x4 matrix that acts upon the Stokes 4-vector. 
Such matrices were first used by Paul Soleillet in 1929, although they have come to be known as Mueller matrices. 
While every Jones matrix has a Mueller matrix, the reverse is not true. Mueller matrices are frequently used to study 
the effects of the scattering of waves from complex surfaces or ensembles of particles. 
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Polarization in nature, science, and technology 
Polarization effects in everyday life 




Effect of a polarizer on reflection from mud flats. In the picture on the left, the polarizer is 

rotated to transmit the reflections as well as possible; by rotating the polarizer by 90° 

(picture on the right) almost all specularly reflected sunlight is blocked. 



Light reflected by shiny transparent 
materials is partly or fully polarized, 
except when the light is normal 
(perpendicular) to the surface. It was 
through this effect that polarization 
was first discovered in 1808 by the 
mathematician Etienne Louis Malus. A 
polarizing filter, such as a pair of 
polarizing sunglasses, can be used to 
observe this effect by rotating the filter 
while looking through it at the 
reflection off of a distant horizontal 
surface. At certain rotation angles, the 
reflected light will be reduced or 
eliminated. Polarizing filters remove 
light polarized at 90° to the filter's 
polarization axis. If two polarizers are 
placed atop one another at 90° angles 
to one another, there is minimal light 

transmission. The effects of a polarizing filter on the sky in a photograph. The picture on the right uses 

the filter. 
Polarization by scattering is observed 

as light passes through the atmosphere. The scattered light produces the brightness and color in clear skies. This 

partial polarization of scattered light can be used to darken the sky in photographs, increasing the contrast. This 

effect is easiest to observe at sunset, on the horizon at a 90° angle from the setting sun. Another easily observed 

effect is the drastic reduction in brightness of images of the sky and clouds reflected from horizontal surfaces (see 

Brewster's angle), which is the main reason polarizing filters are often used in sunglasses. Also frequently visible 

through polarizing sunglasses are rainbow-like patterns caused by color-dependent birefringent effects, for example 

in toughened glass (e.g., car windows) or items made from transparent plastics. The role played by polarization in 

the operation of liquid crystal displays (LCDs) is also frequently apparent to the wearer of polarizing sunglasses, 

which may reduce the contrast or even make the display unreadable. 




The photograph on the right was taken 
through polarizing sunglasses and through 
the rear window of a car. Light from the sky 
is reflected by the windshield of the other 
car at an angle, making it mostly 
horizontally polarized. The rear window is 
made of tempered glass. Stress in the glass, 
left from its heat treatment, causes it to alter 
the polarization of light passing through it, 
like a wave plate. Without this effect, the 
sunglasses would block the horizontally 




Polarizing sunglasses reveal stress in car window (see text for explanation.) 
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polarized light reflected from the other car's window. The stress in the rear window, however, changes some of the 
horizontally polarized light into vertically polarized light that can pass through the glasses. As a result, the regular 
pattern of the heat treatment becomes visible. 

Biology 

Many animals are apparently capable of perceiving some of the components of the polarization of light, e.g. linear 
horizontally -polarized light. This is generally used for navigational purposes, since the linear polarization of sky 
light is always perpendicular to the direction of the sun. This ability is very common among the insects, including 
bees, which use this information to orient their communicative dances. Polarization sensitivity has also been 
observed in species of octopus, squid, cuttlefish, and mantis shrimp. In the latter case, one species measures all six 
orthogonal components of polarization, and is believed to have optimal polarization vision. The rapidly changing, 
vividly colored skin patterns of cuttlefish, used for communication, also incorporate polarization patterns, and mantis 
shrimp are known to have polarization selective reflective tissue. Sky polarization was thought to be perceived by 
pigeons, which was assumed to be one of their aids in homing, but research indicates this is a popular myth. 

The naked human eye is weakly sensitive to polarization, without the need for intervening filters. Polarized light 
creates a very faint pattern near the center of the visual field, called Haidinger's brush. This pattern is very difficult to 
see, but with practice one can learn to detect polarized light with the naked eye. 

Geology 

The property of (linear) birefringence is widespread in crystalline minerals, and indeed was pivotal in the initial 
discovery of polarization. In mineralogy, this property is frequently exploited using polarization microscopes, for the 
purpose of identifying minerals. See pleochroism. 

Chemistry 

Polarization is principally of importance in chemistry due to — > circular dichroism and "optical rotation" (circular 
birefringence) exhibited by optically active (chiral) molecules. It may be measured using polarimetry. 

The term 'polarization' may also refer to the through-bond (inductive or resonant effect) or through-space influence 
of a nearby functional group on the electronic properties (e.g. dipole moment) of a covalent bond or atom. This 
concept is based on the formation of an electric dipole within a molecule, which is generally not related to the 
polarization of electromagnetic waves. 

Polarized light does interact with anisotropic materials, which is the basis for birefringence. This is usually seen in 
crystalline materials and is especially useful in geology (see above). The polarized light is 'double refracted', as the 
refractive index is different for horizontally and vertically polarized light in these materials. This is to say, the 
polarizability of anisotropic materials is not equivalent in all directions. This anisotropy causes changes in the 
polarization of the incident beam, and is easily observable using cross-polar microscopy or polarimetry. The optical 
rotation of chiral compounds (as opposed to achiral compounds that form anisotropic crystals), is derived from 
circular birefringence. Like linear birefringence described above, circular birefringence is the 'double refraction' of 

rm 

circular polarized light. 

Astronomy 

In many areas of astronomy, the study of polarized electromagnetic radiation from outer space is of great 
importance. Although not usually a factor in the thermal radiation of stars, polarization is also present in radiation 
from coherent astronomical sources (e.g. hydroxy 1 or methanol masers), and incoherent sources such as the large 
radio lobes in active galaxies, and pulsar radio radiation (which may, it is speculated, sometimes be coherent), and is 
also imposed upon starlight by scattering from interstellar dust. Apart from providing information on sources of 
radiation and scattering, polarization also probes the interstellar magnetic field via Faraday rotation. The polarization 




Strain in Glass 
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of the cosmic microwave background is being used to study the physics of the very early universe. Synchrotron 
radiation is inherently polarised. 

Technology 

Technological applications of polarization are extremely widespread. Perhaps the most commonly encountered 
examples are liquid crystal displays and polarized sunglasses. 

All radio transmitting and receiving antennas are intrinsically polarized, special use of which is made in radar. Most 
antennas radiate either horizontal, vertical, or circular polarization although elliptical polarization also exists. The 
electric field or E-plane determines the polarization or orientation of the radio wave. Vertical polarization is most 
often used when it is desired to radiate a radio signal in all directions such as widely distributed mobile units. AM 
and FM radio uses vertical polarization. Television uses horizontal polarization. Alternating vertical and horizontal 
polarization is used on satellite communications (including television satellites), to allow the satellite to carry two 
separate transmissions on a given frequency, thus doubling the number of customers a single satellite can serve. 

In engineering, the relationship between strain and birefringence 
motivates the use of polarization in characterizing the distribution of 
stress and strain in prototypes. Electronically controlled birefringent 
devices are used in combination with polarizing filters as modulators in 
fiber optics. Polarizing filters are also used in photography. They can 
deepen the color of a blue sky and eliminate reflections from windows 
and standing water. 

Sky polarization has been exploited in the "sky compass", which was used in the 1950s when navigating near the 
poles of the Earth's magnetic field when neither the sun nor stars were visible (e.g. under daytime cloud or twilight). 
It has been suggested, controversially, that the Vikings exploited a similar device (the "sunstone") in their extensive 
expeditions across the North Atlantic in the 9th- 1 1th centuries, before the arrival of the magnetic compass in Europe 
in the 12th century. Related to the sky compass is the "polar clock", invented by Charles Wheatstone in the late 19th 
century. 

Polarization is also used for some 3D movies, in which the images intended for each eye are either projected from 
two different projectors with orthogonally oriented polarizing filters or from a single projector with time multiplexed 
polarization (a fast alternating polarization device for successive frames). Filter glasses with similarly oriented 
polarized filters ensure that each eye receives only the correct image. Typical stereoscopic projection displays use 
linear polarization encoding, because it is not very expensive and offers high contrast. In environments where the 
viewer is moving, such as in simulators, circular polarization is sometimes used. This makes the channel separation 
insensitive to the viewing orientation. The 3-D effect only works on a silver screen since it maintains polarization, 
whereas the scattering in a normal projection screen would void the effect. 

Art 

Several visual artists have worked with polarized light and birefringent materials to create colorful, sometimes 
changing images. One example is contemporary artist Austine Wood Comarow, whose "Polage" art works have been 
exhibited at the Museum of Science, Boston, [10] the New Mexico Museum of Natural History and Science in 
Albuquerque, NM, and the Cite des Sciences et de l'lndustrie (the City of Science and Industry) in Paris. The 

artist works by cutting hundreds of small pieces of cellophane and other birefringent films and laminating them 
between plane polarizing filters. 

3-D films make use of polarized light and polarization filters in order to generate the 3D effect. 
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Other examples of polarization 

• Shear waves in elastic materials exhibit polarization. These effects are studied as part of the field of seismology, 
where horizontal and vertical polarizations are termed SH and SV, respectively. 

See also 
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External links 

Polarized Light in Nature and Technology (http://polarization.com/) 

Polarized Light Digital Image Gallery (http://micro.magnet.fsu.edu/primer/techniques/polarized/gallery/ 

index.html): Microscopic images made using polarization effects 

Polarization by the University of Colorado Physics 2000 (http://www.colorado.edu/physics/2000/ 

polarization/index. html): Animated explanation of polarization 

MathPages: The relationship between photon spin and polarization (http://mathpages.com/rr/s9-04/9-04.htm) 

A virtual polarization microscope (http://gerdbreitenbach.de/crystal/crystal.html) 

Polarization angle in satellite dishes (http://www.satsig.net/polangle.htm). 

Using polarizers in photography (http://bobatkins.com/photography/tutorials/polarizers.html) 

Molecular Expressions: Science, Optics and You — Polarization of Light (http://micro.magnet.fsu.edu/ 

primer/java/scienceopticsu/polarizedlight/filters/): Interactive Java tutorial 

Electromagnetic waves and circular dichroism: an animated tutorial (http://www.enzim.hu/~szia/cddemo/ 

edemo0.htm) 

HyperPhysics: Polarization concepts (http://hyperphysics.phy-astr.gsu.edu/hbase/phyopt/polarcon.html) 

Tutorial on rotating polarization through waveplates (retarders) (http://cvilaser.com/Common/PDFs/ 

Waveplates_discussion.pdf) 

SPIE technical group on polarization (http://groups. google. com/group/Polarization?lnk=gschg) 

A Java simulation on using polarizers (http://phy.hk/wiki/englishhtm/Polarization.htm) 

Antenna Polarization (http://www.antenna-theory.com/basics/polarization.php) 



Optical rotatory dispersion 



Optical rotatory dispersion is the variation in the optical rotation of a substance with a change in the wavelength of 
light. Optical rotatory dispersion can be used to find the absolute configuration of metal complexes. For example 
when plane polarized white light from an overhead projector is passed through a cylinder of sucrose solution a spiral 
rainbow is observed perpendicular to the cylinder. When white light passes through a polarizer, the extent of rotation 
of light depends on its wavelength. Short wavelengths are rotated more than longer wavelengths. Because the 
wavelength of light determines its color, the variation of color with distance through the tube is observed. This 
dependence of specific rotation on wavelength is called optical rotatory dispersion. 



See also 

• — > Circular dichroism 
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Circular dichroism 



Circular dichroism (CD) is the differential absorption of left- and right-handed circularly polarized light. 

A CD Spectrometer is an instrument that records this phenomenon as a function of wavelength. Modern instruments, 
however, can generally also record CD as a function of temperature or chemical environment, at several 
wavelengths. 

This phenomenon is exhibited in the absorption bands of an optically active molecule. CD can be used to help 
determine the structure of macromolecules (including the secondary structure of proteins and the handedness of 

DNA). 

CD was discovered by the French physicist Aime Cotton in 1896. 

Basic information 
Circular polarization 

Linearly polarized light is polarized in a certain direction (that is, the magnitude of its electric field vector oscillates 
only in one plane, similar to a sine wave). In circularly polarized light, the electric field vector has a constant length, 
but rotates about its propagation direction. Hence it forms a helix in space while propagating. If this is a left-handed 
helix, the light is referred to as left circularly polarized, and vice versa for a right-handed helix. See the external links 
for a demonstrative animation of the different types of electromagnetic waves. 

Interaction of circularly polarized light with matter 

The electric field of a light beam causes a linear displacement of charge when interacting with a molecule, whereas 
the magnetic field of it causes a circulation of charge. These two motions combined result in a helical displacement 
when light impinges on a molecule (both field vectors in the same place are of the same direction, but at different 
moments of time). Since circularly polarized light itself is "crural", it interacts differently with chiral molecules. That 
is, the two types of circularly polarized light are absorbed to different extents. In a CD experiment, equal amounts of 
left and right circularly polarized light of a selected wavelength are alternately radiated into a (chiral) sample. One of 
the two polarizations is absorbed more than the other one, and this wavelength-dependent difference of absorption is 
measured, yielding the CD spectrum of the sample. 

Due to the interaction with the molecule, the electric field vector of the light traces out an elliptical path after passing 
through the sample. 

Delta absorbance 

At a given wavelength, 

AA = A L - A R 

where AA is the difference between absorbance of left circularly polarized (LCP) and right circularly polarized 
(RCP) light (this is what is usually measured). 

Molar circular dichroism 

It can also be expressed, by applying Beer's law, as: 

AA = (e L - e R )Cl 

where 

8 T and e are the molar extinction coefficients for LCP and RCP light, 

Li K. 
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C is the molar concentration 

/ is the path length in centimeters (cm). 
Then 

Ae = e L - e R 
is the molar circular dichroism. This intrinsic property is what is usually meant by the circular dichroism of the 
substance. 

Application to biological molecules 

In general, this phenomenon will be exhibited in absorption bands of any optically active molecule. As a 
consequence, circular dichroism is exhibited by biological molecules, because of their dextrorotary and levorotary 
components. Even more important is that a secondary structure will also impart a distinct CD to its respective 
molecules. Therefore, the alpha helix of proteins and the double helix of nucleic acids have CD spectral signatures 
representative of their structures. 

CD is closely related to the — > optical rotatory dispersion (ORD) technique, and is generally considered to be more 
advanced. CD is measured in or near the absorption bands of the molecule of interest, while ORD can be measured 
far from these bands. CD's advantage is apparent in the data analysis. Structural elements are more clearly 
distinguished since their recorded bands do not overlap extensively at particular wavelengths as they do in ORD. In 
principle these two spectral measurements can be interconverted through an integral transform 
(Kramers— Kronig_relation), if all the absorptions are included in the measurements. 

The far-UV (ultraviolet) CD spectrum of proteins can reveal important characteristics of their secondary structure. 
CD spectra can be readily used to estimate the fraction of a molecule that is in the alpha-helix conformation, the 
beta- sheet conformation, the beta-turn conformation, or some other (e.g. random coil) conformation. These 

fractional assignments place important constraints on the possible secondary conformations that the protein can be 
in. CD cannot, in general, say where the alpha helices that are detected are located within the molecule or even 
completely predict how many there are. Despite this, CD is a valuable tool, especially for showing changes in 
conformation. It can, for instance, be used to study how the secondary structure of a molecule changes as a function 
of temperature or of the concentration of denaturing agents, e.g. Guanidinium hydrochloride or urea. In this way it 
can reveal important thermodynamic information about the molecule (such as the enthalpy and Gibbs free energy of 
denaturation) that cannot otherwise be easily obtained. Anyone attempting to study a protein will find CD a valuable 
tool for verifying that the protein is in its native conformation before undertaking extensive and/or expensive 
experiments with it. Also, there are a number of other uses for CD spectroscopy in protein chemistry not related to 
alpha-helix fraction estimation. 

The near-UV CD spectrum (>250 nm) of proteins provides information on the tertiary structure. The signals obtained 
in the 250-300 nm region are due to the absorption, dipole orientation and the nature of the surrounding environment 
of the phenylalanine, tyrosine, cysteine (or S-S disulfide bridges) and tryptophan amino acids. Unlike in far-UV CD, 
the near-UV CD spectrum cannot be assigned to any particular 3D structure. Rather, near-UV CD spectra provide 
structural information on the nature of the prosthetic groups in proteins, e.g., the heme groups in hemoglobin and 
cytochrome c. 

Visible CD spectroscopy is a very powerful technique to study metal-protein interactions and can resolve individual 
d-d electronic transitions as separate bands. CD spectra in the visible light region are only produced when a metal 
ion is in a chiral environment, thus, free metal ions in solution are not detected. This has the advantage of only 
observing the protein-bound metal, so pH dependence and stoichiometries are readily obtained. Optical activity in 
transition metal ion complexes have been attributed to configurational, conformational and the vicinal effects. 

Klewpatinond and Viles (2007) have produced a set of empirical rules for predicting the appearance of visible CD 

2+ 2+ 

spectra for Cu and Ni square-planar complexes involving histidine and main-chain coordination. 
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CD gives less specific structural information than X-ray crystallography and protein NMR spectroscopy, for 
example, which both give atomic resolution data. However, CD spectroscopy is a quick method that does not require 
large amounts of proteins or extensive data processing. Thus CD can be used to survey a large number of solvent 
conditions, varying temperature, pH, salinity, and the presence of various cof actors. 

CD — > spectroscopy is usually used to study proteins in solution, and thus it complements methods that study the 
solid state. This is also a limitation, in that many proteins are embedded in membranes in their native state, and 
solutions containing membrane structures are often strongly scattering. CD is sometimes measured in thin films. 

Experimental limitations 

CD has also been studied in carbohydrates, but with limited success due to the experimental difficulties associated 
with measurement of CD spectra in the vacuum ultraviolet (VUV) region of the spectrum (100-200 nm), where the 
corresponding CD bands of unsubstituted carbohydrates lie. Substituted carbohydrates with bands above the VUV 
region have been successfully measured. 

Measurement of CD is also complicated by the fact that typical aqueous buffer systems often absorb in the range 
where structural features exhibit differential absorption of circularly polarized light. Phosphate, sulfate, carbonate, 
and acetate buffers are generally incompatible with CD unless made extremely dilute e.g. in the 10-50 mM range. 
The TRIS buffer system should be completely avoided when performing far-UV CD. Borate and Onium compounds 
are often used to establish the appropriate pH range for CD experiments. Some experimenters have substituted 
fluoride for chloride ion because fluoride absorbs less in the far UV, and some have worked in pure water. Another, 
almost universal, technique is to minimize solvent absorption by using shorter path length cells when working in the 
far UV, 0.1 mm path lengths are not uncommon in this work. 

In addition to measuring in aqueous systems, CD, particularly far-UV CD, can be measured in organic solvents e.g. 
ethanol, methanol, trifluoroethanol (TFE). The latter has the advantage to induce structure formation of proteins, 
inducing beta- sheets in some and alpha helices in others, which they would not show under normal aqueous 
conditions. Most common organic solvents such as acetonitrile, THF, chloroform, dichloromethane are however, 
incompatible with far-UV CD. 

It may be of interest to note that the protein CD spectra used in secondary structure estimation are related to the jt to 
jt*orbital absorptions of the amide bonds linking the amino acids. These absorption bands lie partly in the so-called 
vacuum ultraviolet (wavelengths less than about 200 nm). The wavelength region of interest is actually inaccessible 
in air because of the strong absorption of light by oxygen at these wavelengths. In practice these spectra are 
measured not in vacuum but in an oxygen-free instrument (filled with pure nitrogen gas). 

Once oxygen has been eliminated, perhaps the second most important technical factor in working below 200 nm is to 
design the rest of the optical system to have low losses in this region. Critical in this regard is the use of aluminized 
mirrors whose coatings have been optimized for low loss in this region of the spectrum. 

The usual light source in these instruments is a high pressure, short-arc xenon lamp. Ordinary xenon arc lamps are 
unsuitable for use in the low UV. Instead specially constructed lamps with envelopes made from high-purity 
synthetic fused silica must be used. 

Light from synchrotron sources has a much higher flux at short wavelengths, and has been used to record CD down 
to 160 nm. Recently the CD spectrometer at the electron storage ring facility ISA at the University of Aarhus in 
Denmark was used to record solid state CD spectra down to 120 nm. 

At the quantum mechanical level, the information content of circular dichroism and optical rotation are identical. 
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Molar ellipticity 

Although A A is usually measured, for historical reasons most measurements are reported in degrees of ellipticity. 
Molar circular dichroism and molar ellipticity, [6], are readily intercon verted by the equation: 



Er+E l 




e r -e l 



Elliptical polarized light (purple) is composed of 

unequal contributions of right (blue) and left (red) 

circular polarized light. 



[0] =3298.2Ae. 
This relationship is derived by defining the — > ellipticity of the polarization as: 

Er — El 

tanO = — — 

Er + E L 

where 

E and E are the magnitudes of the electric field vectors of the right-circularly and left-circularly polarized 

K. L 

light, respectively. 
When E equals E (when there is no difference in the absorbance of right- and left-circular polarized light), 9 is 0° 

K. L 

and the light is linearly polarized. When either E or E is equal to zero (when there is complete absorbance of the 

K. L 

circular polarized light in one direction), 9 is 45° and the light is circularly polarized. 

Generally, the circular dichroism effect is small, so tan9 is small and can be approximated as 9 in radians. Since the 
intensity or irradiance, I, of light is proportional to the square of the electric-field vector, the ellipticity becomes: 

9(radians) = * - ^ 

Then by substituting for I using Beer's Law in natural logarithm form: 

J = J e- Alnl ° 
The ellipticity can now be written as: 

9{radians) = = 

(e 2- fal ° + e 2 lnW ) e AA 2 + 1 

Since AA«1, this expression can be approximated by expanding the exponentials in a Taylor series to first-order 

and then discarding terms of A A in comparison with unity and converting from radians to degrees: 

x « „ flnlQ\ /180\ 
Oidegrees) = AA J I J 

The linear dependence of solute concentration and pathlength is removed by defining molar ellipticity as, 
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CI 
Then combining the last two expression with Beer's Law, molar ellipticity becomes: 

[*] = 100A t pf)(H?)=3298.2A £ 
See also 

Circular polarization in nature 

Dichroism 

Linear dichroism 

Magnetic circular dichroism 

Optical activity 

Optical isomerism 

Optical rotation 

— > Optical rotatory dispersion 

Further reading 

1. Alison Rodger and Bengt Norden, Circular Dichroism and Linear Dichroism (1997) Oxford University Press, 
Oxford, UK. ISBN 019855897X. 

2. Fasman, G.D., Circular Dichroism and the Conformational Analysis of Biomolecules (1996) Plenum Press, New 
York. 

3. Hecht, E., Optics 3 r Edition (1998) Addison Wesley Longman, Massachusetts. 

2+ 

4. Klewpatinond, M. and Viles, J.H. (2007) Empirical rules for rationalising visible circular dichroism of Cu and 

Ni histidine complexes: Applications to the prion protein. FEBS Letters 581, 1430-1434. 

External links 

• Circular Dichroism explained 

• Circular Dichroism at UMDNJ - a good site for information on structure estimation software 

• Electromagnetic waves - Animated electromagnetic waves. The Emanim program is a teaching resource for 
helping students understand the nature of electromagnetic waves and their interaction with birefringent and 
dichroic samples 

• An Introduction to Circular Dichroism 
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Vibrational circular dichroism 



Vibrational circular dichroism (VCD) — > spectroscopy is basically — > circular dichroism spectroscopy in the 
infrared and near infrared ranges . Because VCD is sensitive to the mutual orientation of distinct groups in a 
molecule, it provides three-dimensional structural information. Thus, it is a powerful technique as VCD spectra of 
enantiomers can be simulated using ab initio calculations, thereby allowing the identification of absolute 
configurations of small molecules in solution from VCD spectra. Among such quantum computations of VCD 
spectra resulting from the chiral properties of small organic molecules are those based on density functional theory 
(DFT) and gauge-invariant atomic orbitals (GIAO). As a simple example of the experimental results that were 
obtained by VCD are the spectral data obtained within the carbon-hydrogen (C-H) stretching region of 21 amino 
acids in heavy water solutions. Measurements of vibrational optical activity (VOA) have thus numerous applications, 
not only for small molecules, but also for large and complex biopolymers such as muscle proteins (myosin, for 
example) and DNA. 
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Agitation moleculaire en milieu aqueux 



VCD of peptides and proteins 

Extensive VCD studies have been reported for both polypeptides and several proteins in solution^ ; several 

recent reviews were also compiled . An extensive but not comprehensive VCD publications list is also 

provided in the "References" section. The published reports over the last 22 years have established VCD as a 
powerful technique with improved results over those previously obtained by visible/UV circular dichroism (CD) or 
— > optical rotatory dispersion (ORD) for proteins and nucleic acids. 
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Amino acid and polypeptide structures 
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VCD of nucleic acids 

VCD spectra of nucleotides, synthetic polynucleotides and several nucleic acids, including DNA, have been reported 
and assigned in terms of the type and number of helices present in A- , B-, and Z- DNA. 



VCD Instrumentation 

For biopolymers such as proteins and nucleic acids, the difference in absorbance between the levo- and dextro- 
configurations is five orders of magnitude smaller than the corresonding (unpolarized) absorbance. Therefore, VCD 
of biopolymers requires the use of very sensitive, specially built instrumentation as well as time- averaging over 
relatively long intervals of time even with such sensitive VCD spectrometers. Most CD instruments produce left- and 
right- circularly polarized light which is then either sine-wave or square-wave modulated, with subsequent 
phase-sensitive detection and lock-in amplification of the detected signal. In the case of FT- VCD, a photo-elastic 
modulator (PEM) is employed in conjunction with an FT-IR interferometer set-up. An example is that of a Bomem 
model MB- 100 FT-IR interferometer equipped with additional polarizing optics/ accessories needed for recording 
VCD spectra. A parallel beam emerges through a side port of the interferometer which passes first through a wire 
grid linear polarizer and then through an octagonal-shaped ZnSe crystal PEM which modulates the polarized beam at 
a fixed, lower frequency such as 37.5 kHz. A mechanically stressed crystal such as ZnSe exhibits birefringence when 
stressed by an adjacent piezoelectric transducer. The linear polarizer is positioned close to, and at 45 degrees, with 
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respect to the ZnSe crystal axis. The polarized radiation focused onto the detector is doubly modulated, both by the 
PEM and by the interferometer setup. A very low noise detector, such as MCT (HgCdTe), is also selected for the 
VCD signal phase-sensitive detection. Quasi-complete commercial FT- VCD instruments are also available from a 
few manufacturers but these are quite expensive and also have to be still considered as being at the prototype stage. 
To prevent detector saturation an appropriate, long wave pass filter is placed before the very low noise MCT 
detector, which allows only radiation below 1750 cm - to reach the MCT detector; the latter however measures 
radiation only down to 750 cm" . FT- VCD spectra accumulation of the selected sample solution is then carried out, 
digitized and stored by an in-line computer. Published reviews that compare various VCD methods are also 
available. 
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Magnetic VCD 

VCD spectra have also been reported in the presence of an applied external magnetic field . This method can 
enhance the VCD spectral resolution for small molecules 

Raman optical activity (ROA) 

ROA is a technique complementary to VCD especially useful in the 50 — 1600 cm" spectral region; it is considered 
as the technique of choice for determining optical activity for photon energies less than 600 cm" . 
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• Raman optical activity (ROA) 
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Microwave spectroscopy 



Rotational spectroscopy or microwave 
spectroscopy studies the absorption and 
emission of electromagnetic radiation 
(typically in the microwave region of the 
electromagnetic spectrum) by molecules 
associated with a corresponding change in 
the rotational quantum number of the 
molecule. The use of microwaves in 
spectroscopy essentially became possible 
due to the development of microwave 
technology for RADAR during World War 
II. Rotational spectroscopy is only really 
practical in the gas phase where the 
rotational motion is quantized. In solids or 
liquids the rotational motion is usually 
quenched due to collisions. 

Rotational spectrum from a molecule (to 

first order) requires that the molecule have a 

dipole moment and that there be a difference 

between its center of charge and its center of 

mass, or equivalently a separation between 

two unlike charges. It is this dipole moment 

that enables the electric field of the light (microwave) to exert a torque on the molecule causing it to rotate more 

quickly (in excitation) or slowly (in de-excitation). Diatomic molecules such as dioxygen (O ), dihydrogen (H ), etc. 

do not have a dipole moment and hence no purely rotational spectrum. However, electronic excitations can lead to 

asymmetric charge distributions and thus provide a net dipole moment to the molecule. Under such circumstances, 

these molecules will exhibit a rotational spectrum. 

Amongst the diatomic molecules, carbon monoxide (CO) has one of the simplest rotational spectra. As for tri-atomic 
molecules, hydrogen cyanide (HC=N) has a simple rotational spectrum for a linear molecule and hydrogen 
isocyanide (HN=C:) for a non-linear molecule. As the number of atoms increases the spectrum becomes more 
complex as lines due to different transitions start overlapping. 
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Part of the rotational-vibrational spectrum of HC1 Gas, showing the presence of P- 
and R- branches. Frequency is on the x-axis, and transmittance on the y-axis. 



Understanding the rotational spectrum 

In quantum mechanics the free rotation of a molecule is quantized, that is the rotational energy and the angular 
momentum can only take certain fixed values; what these values are is simply related to the moment of inertia, / , 
of the molecule. In general for any molecule, there are three moments of inertia: I A , I B and I c about three 
mutually orthogonal axes A, B, and C with the origin at the center of mass of the system. A linear molecule is a 
special case in this regard. These molecules are cylindrically symmetric and one of the moment of inertia ( J^ , 
which is the moment of inertia for a rotation taking place along the axis of the molecule) is negligible (i.e. 
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Classification of molecules based on rotational behavior 

The general convention is to define the axes such that the axis A has the smallest moment of inertia (and hence the 
highest rotational frequency) and other axes such that J^ < I B < I c . Sometimes the axis A ma Y be associated 
with the symmetric axis of the molecule, if any. If such is the case, then I A need not be the smallest moment of 
inertia. To avoid confusion, we will stick with the former convention for the rest of the article. The particular pattern 
of energy levels (and hence of transitions in the rotational spectrum) for a molecule is determined by its symmetry. A 
convenient way to look at the molecules is to divide them into four different classes (based on the symmetry of their 
structure). These are, 

1 . Linear molecules (or linear rotors) 

2. Symmetric tops (or symmetric rotors) 

3. Spherical tops (or spherical rotors) and 

4. Asymmetric tops 

Dealing with each in turn: 

1. Linear molecules: 

• As mentioned earlier, for a linear molecule I A <^ I B = I c . For most of the purposes, I A is taken to be 
zero. For a linear molecule, the separation of lines in the rotational spectrum can be related directly to the 
moment of inertia of the molecule, and for a molecule of known atomic masses, can be used to determine the 
bond lengths (structure) directly. For diatomic molecules this process is trivial, and can be made from a single 
measurement of the rotational spectrum. For linear molecules with more atoms, rather more work is required, 
and it is necessary to measure molecules in which more than one isotope of each atom have been substituted 
(effectively this gives rise to a set of simultaneous equations which can be solved for the bond lengths). 

• Examples of linear molecules: dioxygen (0=0), carbon monoxide (0=C ), hydroxy radical (OH), carbon 
dioxide (0=C=0), hydrogen cyanide (HC=N), carbonyl sulfide (0=C=S), chloroethyne (HC=CC1), acetylene 
(HC=CH) 

2. Symmetric tops: 

• A symmetric top is a molecule in which two moments of inertia are the same. As a matter of historical 
convenience, spectroscopists divide molecules into two classes of symmetric tops, Oblate symmetric tops 
(saucer or disc shaped) with I A = I B < I c and Prolate symmetric tops (rugby football, or cigar shaped) 
with I A < I B = I c . The spectra look rather different, and are instantly recognizable. As for linear 

molecules, the structure of symmetric tops (bond lengths and bond angles) can be deduced from their spectra. 

• Examples of symmetric tops: 

• Oblate: benzene (C H ), cyclobutadiene (C H ), ammonia (NH ) 

• Prolate: chloromethane (CH 3 C1), propyne (CH 3 C=CH) 

3. Spherical tops: 

• A spherical top molecule, can be considered as a special case of symmetric tops with equal moment of inertia 
about all three axes ( J^ = I B = I c ). 

• Examples of spherical tops: phosphorus tetramer (P ), carbon tetrachloride (CC1 ), nitrogen tetrahydride 
(NH ), ammonium ion (NH ), sulfur hexafluoride (SF ) 

4. Asymmetric tops: 

• As you would have guessed a molecule is termed an asymmetric top if all three moments of inertia are 
different. Most of the larger molecules are asymmetric tops, even when they have a high degree of symmetry. 
Generally for such molecules a simple interpretation of the spectrum is not normally possible. Sometimes 
asymmetric tops have spectra that are similar to those of a linear molecule or a symmetric top, in which case 
the molecular structure must also be similar to that of a linear molecule or a symmetric top. For the most 
general case, however, all that can be done is to fit the spectra to three different moments of inertia. If the 
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molecular formula is known, then educated guesses can be made of the possible structure, and from this 
guessed structure, the moments of inertia can be calculated. If the calculated moments of inertia agree well 
with the measured moments of inertia, then the structure can be said to have been determined. For this 
approach to determining molecular structure, isotopic substitution is invaluable. 
Examples of asymmetric tops: anthracene (C H ), water (HO), nitrogen dioxide (NO ) 



Structure of rotational spectrum 
• Linear molecules 

These molecules have two degenerate modes of 
rotation ( I B = I c , I A = 0). Since we 
cannot distinguish between the two modes, we 
need only one rotational quantum number ( J ) 
to describe the rotational motion of the 
molecule. 

The rotational energy levels ( F(J)) of the 
molecule based on rigid rotor model can be 
expressed as, 



J = 5- 



J = 5- 



J = 4- 



\ = 2- 
J = l- 

J = o- 



P Branch 



Q Branch 



R Branch 



E 



An energy level diagram showing some of the transitions involved in the IR 

vibration-rotation spectrum of a linear molecule: P branch (where 
A, 7 = — 1 ), Q branch (not always allowed, j\J = ) an d R branch 

(AJ=1) 



F (J) = B e J (J + 1) J = 0,1,2,... 
where Q is the rotational constant of the molecule and is related to the moment of inertia of the molecule 

Ib = ic h y> 

B ~- - 

e 8k 2 cI b 

Selection rules dictate that during emission or absorption the rotational quantum number has to change by unity i.e. 
/\J = J' — J" = ±1 . Thus the locations of the lines in a rotational spectrum will be given by, 

vj>~j» = F {J') - F (J") = 2B e {J" + 1) J" = 0, 1, 2, ... 

where J ff denotes the lower energy level and J f denotes higher energy level involved in the transition. The height 
of the lines is determined by the distribution of the molecules in the different levels and the probability of transition 
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between two energy levels. 

We observe that, for a rigid rotor, the transition lines are equally spaced in the wavenumber space. However, this is 
not always the case, except for the rigid rotor model. For non-rigid rotor model, we need to consider changes in the 
moment of inertia of the molecule. Two primary reasons for this are, 

• Centrifugal distortion: 

When a molecule rotates, the centrifugal force pulls the atoms apart. As a result, the moment of inertia of the 
molecule increases, thus decreasing £J . To account for this a centrifugal distortion correction term is added to the 

rotational energy levels of the molecule. 

F (J) = B e J ( J + 1) - D e J 2 {J + if J = 0, 1, 2, ... 
where f) is the centrifugal distortion constant. 
Accordingly the line spacing for the rotational mode changes to, 

vj,„j,, = 2B e (J" + 1) - 4D e (J" + l) 3 J" = 0, 1, 2, ... 

• Effect of vibration on rotation: 

A molecule is always in vibration. As the molecule vibrates, its moment of inertia changes. Further there is a 
fictitious force, Coriolis coupling, between the vibrational motion of the nuclei in the rotating (non-inertial) frame. 
However, as long as the vibrational quantum number does not change (i.e. the molecule is in only one state of 
vibration), the effect of vibration on rotation is not important, because the time for vibration is much shorter than the 
time required for rotation. The Coriolis coupling is often negligible, too, if one is interested in low vibrational and 
rotational quantum numbers only. 

• Symmetric Top 

The rotational motion of a symmetric top molecule can be described by two independent rotational quantum 
numbers (since two axes have equal moments of inertia, the rotational motion about these axes requires only one 
rotational quantum number for complete description). Instead of defining the two rotational quantum numbers for 
two independent axes, we associate one of the quantum number ( J ) with the total angular momentum of the 
molecule and the other quantum number ( K ) with the angular momentum of the axis which has different moment 
of inertia (i.e. axis Q for oblate symmetric top and axis A for prolate symmetric tops). The rotational energy 
F(J } K)of such a molecule, based on rigid rotor assumptions can be expressed in terms of the two previously 
defined rotational quantum numbers as follows, 

F(J,K) = BJ(J+1)+( k A-B^K 2 7 = 0,1,2,... and K = -J, - J+l 5 ... 3 -1 5 0, 1, ..., J-l, 

~ h ~ h ~ h 

where B = and A = — for & prolate symmetric top molecule or A = — for an oblate 

8tt 2 cI b 8tt 2 cIa ' 8tt 2 cIc 

molecule. 

Selection rule for these molecules provide the guidelines for possible transitions. Accordingly, 

A J = ±1 and AK = 0- 
This is so because J{ is associated with the axis about which the molecule is symmetric and hence has no net dipole 
moment in that direction. Thus there is no interaction of this mode with the light particles (photon). 

This gives the transition wavenumbers of, 

vj.^j^k = F (J', K)-F (J", K) = 2B {J" + 1) J" = 0, 1, 2, ... 

which is the same as in the case of a linear molecule. 

In case of non-rigid rotors, the first order centrifugal distortion correction is given by, 

F (J, K) = BJ(J+ 1)+(A - B) K 2 -DjJ 2 (J + \f-b JK J (J + 1) K 2 -D K K 4 J = 0, 1, 2, ... 



Microwave spectroscopy 84 

The suffixes on the centrifugal distortion constant £) indicate the rotational mode involved and are not a function of 
the rotational quantum number. The location of the transition lines on a spectrum is given by, 

vjwjc = F (J', K)-F (J", K) = 2B (J" + l)-ADj (J" + lf-2D JK {J" + 1) K 2 J" = 0, 1, 2, 

• Spherical Tops 

Unlike other molecules, spherical top molecules have no net dipole moment, and hence they do not exhibit a pure 
rotational spectrum. 

• Asymmetric Tops 

The spectrum for these molecules usually involves many lines due to three different rotational modes and their 
combinations. The following analysis is valid for the general case and collapses to the various special cases 
described above in the appropriate limit. 

From the moments of inertia one can define an asymmetry parameter k as 

2B-A-C 



K = 



A-C 

which varies from -1 for a prolate symmetric top to 1 for an oblate symmetric top. 

One can define a scaled rotational Hamiltonian dependent on J and k . The (symmetric) matrix representation of 
this Hamiltonian is banded, zero everywhere but the main diagonal and the second subdiagonal. The Hamiltonian 
can be formulated in six different settings, dependent on the mapping of the principal axes to lab axes and 
handedness. For the most asymmetric, right-handed representation the diagonal elements are, for \k\ < J 

H Kk {n) = Kk 2 
and the second off-diagonal elements (independent of k ) are 



H ktk+2 ( K ) = y/[J(J + l)-(k+l)(k + 2)][J(J + 1) - k(k + l)]/2- 
Diagonalising H yields a set of 2 J + 1 scaled rotational energy levels EyJ^K) ■ The rotational energy levels of 
the asymmetric rotor for total angular momentum J are then given by 

A + C T/ T „, A-C „ , . 
— ^— J(J + 1) + ^— E k ( K ) 

Hyperfine interactions: 

In addition to the main structure that is observed in microwave spectra due to the rotational motion of the molecules, 
a whole host of further interactions are responsible for small details in the spectra, and the study of these details 
provides a very deep understanding of molecular quantum mechanics. The main interactions responsible for small 
changes in the spectra (additional splittings and shifts of lines) are due to magnetic and electrostatic interactions in 
the molecule. The particular strength of such interactions differs in different molecules, but in general, the order of 
these effects (in decreasing significance) is: 

1. electron spin - electron spin interaction (this occurs in molecules with two or more unpaired electrons, and is a 
magnetic-dipole / magnetic-dipole interaction) 

2. electron spin - molecular rotation (the rotation of a molecule corresponds to a magnetic dipole, which interacts 
with the magnetic dipole moment of the electron) 

3. electron spin - nuclear spin interaction (the interaction between the magnetic dipole moment of the electron and 
the magnetic dipole moment of the nuclei (if present)). 

4. electric field gradient - nuclear electric quadrupole interaction (the interaction between the electric field gradient 
of the electron cloud of the molecule and the electric quadrupole moments of nuclei (if present)). 

5. nuclear spin - nuclear spin interaction (nuclear magnetic moments interacting with one another). 

These interactions give rise to the characteristic energy levels that are probed in "magnetic resonance" spectroscopy 
such as NMR and ESR, where they represent the "zero field splittings" which are always present. 



Microwave spectroscopy 85 

Experimental determination of the spectrum 

— > Fourier transform infrared (FTIR) spectroscopy can be used to experimentally study rotational spectra. Typically 
spectra at these wavelengths involve ro vibrational excitation, i.e., excitation of both a vibrational and a rotational 
mode of a molecule. 

Traditionally, microwave spectra were determined using a simple arrangement in which low pressure gas was 
introduced to a section of waveguide between a microwave source (of variable frequency) and a microwave detector. 
The spectrum was obtained by sweeping the frequency of the source while detecting the intensity of the transmitted 
radiation. This experimental arrangement has a major difficulty related to the propagation of microwave radiation 
through waveguides. The physical size of the waveguide restricts the frequency of the radiation that can be 
transmitted through it. For a given waveguide size (such as X-band) there is a cutoff frequency, and microwave 
radiation with smaller frequencies (longer wavelengths) cannot be propagated through the waveguide. Additionally, 
as the frequency is increased, additional modes of propagation become possible, which correspond to different 
velocities of the radiation propagating down the waveguide (this can be envisaged as the radiation bouncing down 
the guide, at different angles of reflection), the net result of these considerations is that each size of waveguide is 
only useful over a rather narrow range of frequencies and must be physically swapped out for a different size of 
waveguide once this frequency range is exceeded. 

More recently, microwave spectra have often been obtained using Fourier Transform Microwave Spectroscopy - a 
technique invented by 

Within the last two years, a further development of Fourier Transform Microwave Spectroscopy has occurred, which 
may well introduce a new renaissance into microwave spectroscopy. This is the use of "Chirped Pulses" to provide 
an electromagnetic wave that has as its Fourier Transform a very wide range of microwave frequencies, (see 
University of Virginia, Chemistry Department website). 

Applications 

Microwave spectroscopy is commonly used in physical chemistry to determine the structure of small molecules 
(such as ozone, methanol, or water) with high precision. Other common techniques for determining molecular 
structure, such as X-ray crystallography don't work very well for some of these molecules (especially the gases) and 
are not as precise. However, microwave spectroscopy is not useful for determining the structures of large molecules 
such as proteins. 

Microwave spectroscopy is one of the principal means by which the constituents of the universe are determined from 
the earth. It is particularly useful for detecting molecules in the interstellar medium (ISM). One of the early surprises 
in interstellar chemistry was the existence in the ISM of long chain carbon molecules. It was in attempting to 
research such molecules in the laboratory that Harry Kroto was led to the laboratory of Rick Smalley and Robert 
Curl, where it was possible to vaporize carbon under enormous energy conditions. This collaborative experiment led 
to the discovery of C , buckminsterfullerene, which led to the award of the 1996 Nobel prize in chemistry to Kroto, 
Smalley and Curl. 
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EXAFS 



X-ray Absorption Spectroscopy (XAS) includes both Extended X-Ray Absorption Fine Structure (EXAFS) and 
X-ray Absorption Near Edge Structure (XANES). XAS is the measurement of the x-ray absorption coefficient ( 
ft(E)in the equations below) of a material as a function of energy. X-rays of a narrow energy resolution are shone 
on the sample and the incident and transmitted x-ray intensity is recorded as the incident x-ray energy is 
incremented. The number of x-rays that are transmitted through a sample (I ) is equal to the number of x-rays shone 
on the sample (I ) multiplied by a decreasing exponential that depends of the type of atoms in the sample, the 
absorption coefficient ft , and the thickness of the sample x . 

It = V" 1 

The absorption coefficient is obtained by taking the log ratio of the incident x-ray intensity to the transmitted x-ray 

intensity. 

_ -Injlt/Io) 

ft — 

X 

When the incident x-ray energy matches the binding energy of an electron of an atom within the sample, the number 
of x-rays absorbed by the sample increases dramatically, causing a drop in the transmitted x-ray intensity. This 
results in an absorption edge. Each element on the periodic table has a set of unique absorption edges corresponding 
to different binding energies of its electrons. This gives XAS element selectivity. XAS spectra are most often 
collected at synchrotrons. Because X-rays are highly penetrating, XAS samples can be gases, solids or liquids. And 
because of the brilliance of Synchrotron X-ray sources the concentration of the absorbing element can be as low as a 
few ppm. 

EXAFS spectra are displayed as graphs of the absorption coefficient of a given material versus energy, typically in a 
500 - 1000 eV range beginning before an absorption edge of an element in the sample. The x-ray absorption 
coefficient is usually normalized to unit step height. This is done by regressing a line to the region before and after 
the absorption edge, subtracting the pre-edge line from the entire data set and dividing by the absorption step height, 
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which is determined by the difference between the pre-edge and post-edge lines at the value of EO (on the absorption 
edge). 

The normalized absorption spectra are often called XANES spectra. These spectra can be used to determine the 
average oxidation state of the element in the sample. The XANES spectra are also sensitive to the coordination 
environment of the absorbing atom in the sample. Finger printing methods have been used to match the XANES 
spectra of an unknown sample to those of known "standards". Linear combination fitting of several different 
standard spectra can give an estimate to the amount of each of the known standard spectra within an unknown 
sample. 

X-ray absorption spectra are produced over the range of 200 - 35,000 eV. The dominant physical process is one 
where the absorbed photon ejects a core photoelectron from the absorbing atom, leaving behind a core hole. The 
atom with the core hole is now excited. The ejected photoelectron' s energy will be equal to that of the absorbed 
photon minus the binding energy of the initial core state. The ejected photoelectron interacts with electrons in the 
surrounding non-excited atoms. 

If the ejected photoelectron is taken to have a wave-like nature and the surrounding atoms are described as point 
scatterers, it is possible to imagine the backscattered electron waves interfering with the forward-propagating waves. 
The resulting interference pattern shows up as a modulation of the measured absorption coefficient, thereby causing 
the oscillation in the EXAFS spectra. A simplified plane-wave single- scattering theory has been used for 
interpretation of EXAFS spectra for many years, although modern methods (like FEFF, GNXAS) have shown that 
curved-wave corrections and multiple- scattering effects can not be neglected. The photelectron scattering amplitude 
in the low energy range (5-200 eV) of the phoelectron kinetic energy become much larger so that multiple scattering 
events become dominant in the NEXAFS (or XANES) spectra. 

The wavelength of the photoelectron is dependent on the energy and phase of the backscattered wave which exists at 
the central atom. The wavelength changes as a function of the energy of the incoming photon. The phase and 
amplitude of the backscattered wave are dependent on the type of atom doing the backscattering and the distance of 
the backscattering atom from the central atom. The dependence of the scattering on atomic species makes it possible 
to obtain information pertaining to the chemical coordination environment of the original absorbing (centrally 
excited) atom by analyzing these EXAFS data. 

Experimental considerations 

Since EXAFS requires a tunable x-ray source, data are always collected at synchrotrons, often at beamlines which 
are especially optimized for the purpose. The utility of a particular synchrotron to study a particular solid depends on 
the brightness of the x-ray flux at the absorption edges of the relevant elements. 

Applications 

XAS is an interdisciplinary technique and its unique properties, as compared to x-ray diffraction, have been 
exploited for understanding the details of local structure in: 

glass, amorphous and liquid systems 

solid solutions 

Doping and ionic implantation materials for electronics 

local distortions of crystal lattices 

organometallic compounds 

metalloproteins 

metal clusters 
vibrational dynamics 
ions in solutions 



EXAFS 



• speciation of elements 

Example of Significance 

EXAFS is, like NEXAFS/XANES, a highly sensitive technique with elemental specificity. As such, EXAFS is an 
extremely useful way to determine the chemical state of practically important species which occur in very low 
abundance or concentration. Frequent use of EXAFS occurs in environmental chemistry, where scientists try to 
understand the propagation of pollutants through an ecosystem. EXAFS can be used along with accelerator mass 
spectrometry in forensic examinations, particularly in nuclear non-proliferation applications. 

For an example of an EXAFS study of uranium chemistry in glass see [1], and for a general study of trivalent 
lanthanides and actinides in chloride containing aqueous media can be read at [2] 

See also 

• X-ray absorption spectroscopy 

• XANES 

• NEXAFS 

• SEXAFS 

History 

A very detailed, balanced and informative account about the history of EXAFS (originally called Kossel's structures) 
is given in the paper "A History of the X-ray Absorption Fine Structure} by R. Stumm von Bordwehr", Ann. Phys. 
Fr. vol. 14, 377-466 (1989) (author's name is C. Brouder). 

Relevant Websites 

• International XAFS Society [3] 



• FEFF Project, University of Washington, Seattle 

• GNXAS project and XAS laboratory, Universita di Camerino 

• EXAFS theory Introduction 

• Community web site for XAFS 

Books 

• B.-K. Teo, EXAFS: basic principles and data analysis, Springer 1986 

• X-ray Absorption: principles, applications and techniques of EXAFS, SEXAFS and XANES, a cura di D.C. 
Koeningsberger, R. Prins, Wiley 1988 

Book Chapters 

• Kelly, S.D., Hesterberg, D., and Ravel, B., Analysis of Soils and Minerals Using X-ray Absorption Spectroscopy 
in Methods of Soil Analysis, Part 5 -Mineralogical Methods, (A.L. Ulery and L.R. Drees, Eds.) p. 367. Soil 
Science Society of America, Madison, WI, USA, 2008. 
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Papers 

• J. J. Rehr and R.C. Albers, "Theoretical approaches to X-ray absorption fine structure", Reviews of Modern 
Physics 72 (2000), 621-654 

• A. Filipponi, A. Di Cicco and C.R. Natoli, "X-ray absorption spectroscopy and n-body distribution functions in 
condensed matter", Physical Review B 52/21 (1995) 15122-15148 

• F. de Groot, "High-resolution X-ray emission and X-ray absorption spectroscopy", Chemical Reviews 101 (2001) 
1779-1808 

• F.W. Lytle, "The EXAFS family tree: a personal history of the development of extended X-ray absorption fine 
structure", 

• Dale E. Sayers, Edward A. Stern, and Farrel W. Lytle, New Technique for Investigating Noncrystalline 
Structures: Fourier Analysis of the Extended X-Ray — Absorption Fine Structure, Phys. Rev. Lett. 27, 
1204-1207 (1971). 

• A. Kodre, I. Arcon, Proceedings of 36th International Conference on Microelectronics, Devices and Materials, 
MIDEM, Postojna, Slovenia, October 28-20, (2000), p. 191-196 
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Neutron spectroscopy 



Inelastic neutron scattering is an experimental technique commonly used in condensed matter research to study 
atomic and molecular motion as well as magnetic and crystal field excitations. It distinguishes itself from other 
neutron scattering techniques by resolving the change in kinetic energy that occurs when the collision between 
neutrons and the sample is an inelastic one. Results are generally communicated as the dynamic structure factor (also 
called inelastic scattering law) S(q,co), sometimes also as the dynamic susceptibility xi ^) where the scattering 
vector q is the difference between incoming and outgoing wave vector, and f^jj is the energy change experienced by 
the sample (negative that of the scattered neutron). When results are plotted as function of co, they can often be 
interpreted in the same way as spectra obtained by conventional — > spectroscopic techniques; insofar as inelastic 
neutron scattering can be seen as a special spectroscopy. 

Inelastic 




scattering experiments 
normally require a 

monochromatization of the incident or 
outgoing beam and an energy analysis 
of the scattered neutrons. This can be 
done either through time-of-flight 
techniques (neutron time-of-flight 
scattering) or through Bragg reflection 
from single crystals (neutron 
triple-axis spectroscopy, neutron 
backscattering) . Monochromatization 
is not needed in echo techniques (— > 
neutron spin echo, neutron resonance 
spin echo), which use the quantum 
mechanical phase of the neutrons in addition to their amplitudes. 
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Types of Inelastic Neutron Scattering 

• neutron triple-axis scattering 

• neutron time-of-flight scattering 

• neutron backscattering 

• — > neutron spin echo 



Further Information 

Literature: 

• G L Squires Introduction to the Theory of Thermal Neutron Scattering Dover 1997 (reprint?) 
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External links 

• Joachim Wuttke: Introduction to Inelastic Crystal Spectrometers 
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Neutron spin echo spectroscopy is an — > inelastic neutron scattering technique invented by Ferenc Mezei in the 
1970's, and developed in collaboration with John Hayter. In recognition of this work and in other areas, Mezei was 
awarded the first Walter Haelg Prize in 1999. 

The spin-echo spectrometer possesses an extremely high energy resolution (roughly one part in 100,000). 
Additionally, it measures the density-density correlation (or intermediate scattering function) F(Q,t) as a function of 
momentum transfer Q and time. Other neutron scattering techniques measure the dynamic structure factor, which 
then must be converted to F(Q,t) by a Fourier transform, which is difficult in practice. Because of these advantages 
over other neutron scattering techniques, NSE is an ideal method to observe internal dynamic modes in materials 



such as a polymer blend, alkane chain, or microemulsion. The extraordinary power of NSE spectrometry was further 
demonstrated recently by the direct observation of coupled internal prot< 
polymerase, allowing the visualization of protein nanomachinery in motion. 



T31 
demonstrated recently by the direct observation of coupled internal protein domain dynamics in the protein Taq 



Technical details 

The technique of neutron spin echo exploits the neutron's intrinsic angular momentum, or spin, to access extremely 
high-resolution inelastic scattering windows. 

The core of a neutron spin echo instrument is a symmetric field integral around the sample position, and a spin 
flipper (or the sample itself) to reverse the spin direction, so that any loss in polarisation at the detector position can 
be directly attributed to inelastic scattering processes in the sample. 

Because of the interference of the wave vectors associated with the spin up and spin down quantum states of the 
neutron, the measured neutron polarisation is proportional to the sample's correlation function in real time. This 
makes it a very useful and intuitive technique for the high-resolution study of low-energy excitations in materials. 

In soft matter research the structure of macromolecular objects is often investigated by small angle neutron 
scattering, SANS. The exchange of hydrogen with deuterium in some of the molecules creates scattering contrast 
between even equal chemical species. The SANS diffraction pattern —if interpreted in real space— corresponds to a 
snapshot picture of the molecular arrangement. Neutron spin echo instruments can analyze the inelastic broadening 
of the SANS intensity and thereby analyze the motion of the macromolecular objects. A coarse analogy would be a 
photo with a certain opening time instead of the SANS like snapshot. The opening time corresponds to the Fourier 
time which depends on the setting of the NSE spectrometer, it is proportional to the magnetic field (integral) and to 
the third power of the neutron wavelength. Values up to several hundreds of nanoseconds are available. Note that the 
spatial resolution of the scattering experiment is in the nanometer range, which means that a time range of e.g. 100ns 
corresponds to effective molecular motion velocities of 1 nm/lOOns = lcm/s. This may be compared to the typical 
neutron velocity of 200.. 1000 m/s used in these type of experiments. 
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Existing Spectrometers 

• INll (Institut Laue-Langevin,ILL , Grenoble, France) 

• IN 15 (Institut Laue-Langevin,ILL , Grenoble, France) 

• J-NSE (Juelich Centre for Neutron Science JCNS [7] , Juelich, Germany, hosted by FRMII [8] , Munich (Garching), 
Germany) 

• NG5-NSE (NIST CNRF [9] , Gaithersburg, USA) 

• RESEDA (FRM II Munich FRMII [8] , Munich, Germany 

• V5/SPAN (Hahn-Meitner Institut [10] , Berlin, Germany) 

• C2-2(ISSP [11] ,Tokai, Japan) 

See also 

Biological small-angle scattering 

Larmor precession 

Neutron resonance spin echo 

Neutron scattering 

NMR 

Protein domain 

SAXS 

Soft matter 

Spin echo 
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Plasma spectroscopy 

Plasma oscillations, also known as "Langmuir waves" (after Irving Langmuir), are rapid oscillations of the electron 
density in conducting media such as plasmas or metals. The frequency only depends weakly on the wavelength. The 
quasiparticle resulting from the quantization of these oscillations is the plasmon. 

Langmuir waves were discovered by American physicists Irving Langmuir and Lewi Tonks in the 1920s. They are 
parallel in form to Jeans instability waves, which are caused by gravitational instabilities in a static medium. 

Explanation 

Consider a neutral plasma, consisting of a gas of positively charged ions and negatively charged electrons. If one 
displaces by a tiny amount all of the electrons with respect to the ions, the Coulomb force pulls back, acting as a 
restoring force. 

'Cold' electrons 

If the electrons are cold, it is possible to show that the charge density oscillates at the plasma frequency 

, where n e i& the density of electrons, e is the electric 



„„ = J 47r ^ e2 (cgs units) = Jihfi (SI units) 



\ m* V mre a 



s- 1 



charge, m A * is the effective mass of the electron, and eg is the permittivity of free space. Note that the above 
formula is derived under the approximation that the ion mass is infinite. This is generally a good approximation, as 
the electrons are so much lighter than ions. (One must modify this expression in the case of electron-positron 
plasmas, often encountered in astrophysics). Since the frequency is independent of the wavelength, these oscillations 
have an infinite phase velocity and zero group velocity. 

'Warm' electrons 



/ 7 r T 1 

If warm electrons are considered with an electron thermal speed v e th = \ ~ ' me e l ectron pressure acts as a 

V rn e 

restoring force as well as the electric field and the oscillations propagate with frequency and wavenumber related by 

2 2 . oi 2 2 

called the B ohm-Gross dispersion relation. If the spatial scale is large compared to the Debye length, the oscillations 
are only weakly modified by the pressure term, but at small scales the pressure term dominates and the waves 
become dispersionless with a speed of ^/S ■ v e th • ^ or suc ^ waves > however, the electron thermal speed is 
comparable to the phase velocity, i.e., 

def W 

so the plasma waves can accelerate electrons that are moving with speed nearly equal to the phase velocity of the 
wave. This process often leads to a form of collisionless damping, called Landau damping. Consequently, the large-/: 
portion in the dispersion relation is difficult to observe and seldom of consequence. 

In a bounded plasma, fringing electric fields can result in propagation of plasma oscillations, even when the electrons 
are cold. 

In a metal or semiconductor, the effect of the ions' periodic potential must be taken into account. This is usually done 
by using the electrons' effective mass in place of m. 



v ~ v ph 
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See also 

• Waves in plasmas 

• plasmon 

• Surface plasmon resonance 

• Upper hybrid oscillation, in particular for a discussion of the modification to the mode at propagation angles 
oblique to the magnetic field 

• In 2006, plasma physicists at the Universities of Texas and Michigan were able to photograph Langmuir waves, 
generated by a 30 TW laser pulse, for the first time. 

• Electron wake 

References 

• Longair, Malcolm S., "Galaxy Formation", 1998. 

[1] Fastest waves ever photographed (http://www.eurekalert.org/pub_releases/2006-10/aps-fwe_l 102706.php) 



Article Sources and Contributors 95 

Article Sources and Contributors 

Spectroscopy Source: http://en.wikipedia.org/w/index.php?oldid=3 19090332 Contributors: 209.234.79.xxx, ACrush, Aadal, Abdul wali98, AdjustShift, Adoniscik, Afrine, Ahoerstemeier, 
Akhram, Al-khowarizmi, Andre Engels, Andycjp, Aspiring chemist, Atlant, Azo bob, Bci2, Beano, BenFrantzDale, Bensaccount, Borgx, Bryan Derksen, Camw, CaneryMBurns, Charles 
Gaudette, Charles Matthews, Chemstry isMyLife, Christian List, Coffea, CommonsDelinker, Conversion script, Cortonin, Cremepuff222, Ctroy36, Curps, DMacks, Danskil4, Deglr6328, 
Dekisugi, Dfbaum, Dicklyon, Dkroll2, Dpoduval, Dr-b-m, DrBob, Duncanssmith, Dysprosia, Edgarl81, El C, Eleassar, ErikvDijk, Erwinrossen, Fastfission, Femto, Flewis, FocalPoint, Fratrep, 
Fredericks, Fredrik, Frikensmurf, Gentgeen, Gerkleplex, Giftlite, Goldenrowley, Guillermo con sus ruedas, Gurch, H Padleckas, Hall Monitor, Hankwang, Harbir93, Harris7, Headbomb, Heron, 
Holdendp, Icairns, Ignoramibus, Ikanreed, IronGargoyle, J2thawiki, JNW, Jaeger5432, Jameswkb, Javert, Jcwf, JeremyA, JohnCD, Ken6en, Kevyn, Kilva, Kkmurray, Knaggs, Kopeliovich, 
Kraftlos, La Pianista, LeaveSleaves, Logger9, Marek69, Marj Tiefert, Martin Hedegaard, Martyjmch, Mav, Mejor Los Indios, Melchoir, Michael Hardy, Mihano, Modlab, Mrs Trellis, Mtkl80, 
Mts0405, Nbkoneru, NicktaylorlOO, North Shoreman, Northryde, Nuno Tavares, Oxymoron83, PDManc, Pcarbonn, Peter, Petergans, Peterlewis, Pharmacomancer, Pit, Pizza Puzzle, Pjvpjv, 
Prgo, Prolog, Pyrospirit, Qxz, RG2, Radagast83, Ratsbew, Reddi, Renxa, Retired username, Rnt20, Rob Hooft, Ronningt, RoyBoy, Rubin Joseph 10, Rvoorhees, S4wilson, Safalra, Sam Hocevar, 
Sbialkow, Scog, Sharare, Shell Kinney, Shovskowska, Smack, Snags, Sodium, Srleffler, Srnec, StefanPl, Stone, StradivariusTV, T-borg, Taxman, Thelntersect, Thecurran91, Tibor Horvath, Tim 
Starling, Tsemii, Tukan, Voyajer, Vsmith, Welsh, WiKi, Wik, Will.i.am, Williamheyn, WinterSpw, Wk muriithi, Wpostma, Zereshk, Zotel, Zroutik, 270 anonymous edits 

Fourier transform spectroscopy Source: http://en.wikipedia.org/w/index.php?oldid=322402153 Contributors: AJim, Asterion, Bci2, Bersbers, Berserkerus, BigFatBuddha, Bobby 1011, 
Christopherlin, Conversion script, Damian Yerrick, Deglr6328, E104421, EndersJ, Epbrl23, Graeme Bartlett, Graham87, Greggklein, Guillom, Hankwang, Harold f, Haydarkustu, 
HelgeStenstrom, Jaraalbe, Jcwf, John.lindner, Jonathan F, Kcordina, Kingpinl3, Kkmurray, Martyjmch, Matanbz, Michael Hardy, Nikai, Nitrogenl5, PBSurf, Peter, Peterlewis, Publicly Visible, 
Rifleman 82, Rnt20, Ronningt, Roybb95, Sbyrnes321, Seidenstud, Skier Dude, Slapidus, Smeyerl, Stannered, Stokerm, Sverdrup, Taw, Thinkinnng, Tim Starling, Veinor, Victorsong, Vsmith, 70 
anonymous edits 

Infrared spectroscopy Source: http://en.wikipedia.Org/w/index.php ?oldid=322598474 Contributors: 194.200. 130.xxx, Aboalbiss, Ahoerstemeier, Annabel, Antandrus, Arcadian, Arnero, 
Ary29, Bensaccount, BigFatBuddha, Biophysik, Bobthebuilder37, Bomemir, Borgx, Bounty TJ, Bubba hotep, CLW, Calaschysm, Charles Matthews, Christopherlin, Chuck Sirloin, Cobi, Coffee, 
CommonsDelinker, Conversion script, Cwkmail, DMacks, DavidRKelly, Deglr6328, DerHexer, Dieter Baurecht, Dr.Soft, Drmies, El C, Eno-ja, Finalnight, Francs2000, Freestyle-69, 
Fresheneesz, Fuhghettaboutit, Fyver528, Gentgeen, GeorgHH, GermanX, Giftlite, Gilliam, Greggklein, Grimlock, Guillom, HYPN2457, Hankwang, HappyCamper, Haukurth, Heron, Hesacon, 
Hollgor, II MusLiM HyBRiD II, Ian Pitchford, J.delanoy, Jackol, Jaraalbe, Jcwf, Johnbrownsbody, Junglecat, Jusdafax, Kcordina, Kkmurray, Kwiskool, Lifer21, Lightmouse, Littleghoti, 
Lorenzarius, LouisBB, LukeSurl, Martyjmch, Materialscientist, Michael Hardy, Mjwlancs, Mythealias, Nakon, NewEngland Yankee, Nivix, Nmathew, Old Moonraker, Peterlewis, 
Pharmacomancer, Pit, Punctilius, Quadell, Quantockgoblin, Rifleman 82, Rob Hooft, Sam Hocevar, SantoshS, Shalom Yechiel, Skier Dude, Someguyl221, Srnec, Stephenb, Stokerm, 
SuperTycoon, TechPurism, The wub, Tiago Becerra Paolini, Urbansky, V8rik, Vcelloho, Vector Potential, Vegaswikian, Veinor, Visor, Vsmith, Werson, Wikieditor06, Wmahan, Yashkochar, 
233 anonymous edits 

Near infrared spectroscopy Source: http://en.wikipedia.org/w/index.php?oldid=322335003 Contributors: A2Kafir, Ameliorate!, Athene cunicularia, Bci2, Beetstra, BigSquareOne, Blimfark, 
BlueturtleOl, Caltrop, CheekyMonkey, Dakeddie, Debresser, Deglr6328, Dpoduval, ElinorD, Elmschrat, Firefoxmaster, Gardenparty, Greggklein, Hankwang, Jaeger5432, Je at uwo, Kjaergaard, 
Kkmurray, Kpmiyapuram, Martyjmch, Njw, OceanOpticsEMEA, PaddyLeahy, Piano non troppo, Pinkadelica, RLDeran, Radagast83, RainbowOfLight, Rji, Silvonen, Srbauer, Tbonepsb, 
Tjr9898, Twas Now, Vegaswikian, Vsmith, Wayne Miller, Wolverine in denmark, 76 anonymous edits 

FT-NIRS Source: http://en.wikipedia.org/w/index.php?oldid=3 19089347 Contributors: Auntof6, Bci2, Ched Davis, Drilnoth, GyroMagician, H Padleckas, JaGa, Reedy, Rich Farmbrough, 
Rjwilmsi, Teeschmid, 10 anonymous edits 

Chemical imaging Source: http://en.wikipedia.0rg/w/index.php ?oldid=3 11450223 Contributors: Alansohn, Andyphil, AngelOfSadness, Annabel, Banus, Batykefer, Bci2, BierHerr, Chris the 
speller, Closedmouth, D6, Davewild, Editore99, Gabi bart, GeeJo, HYPN2457, Iridescent, JIP, Jim.henderson, Kkmurray, Mdd, Mkansiz, Natalie Erin, Skysmith, Stone, Tassedethe, Ultraexactzz, 
Wilson003, 40 anonymous edits 

Raman spectroscopy Source: http://en.wikipedia.0rg/w/index.php ?oldid=320693623 Contributors: AJim, ARBradley4015, Afrine, Akv, Andrewavalon, Annabel, ArepoEn, Asfarer, 
Birdbrainscan, Brat32, Bullraker, Cdegallo, Charles Matthews, Christopherlin, Cyblor, D.Wardle, D3 TECHNOLOGIES, David Eppstein, Dazzaling69, Dfbaum, Editore99, Fang Aili, Ferini, GT, 
Gabi bart, Gaius Cornelius, Galoubet, Gene Nygaard, Gene s, Gentgeen, Gerkleplex, GermanX, Gioto, Gunnar Larsson, Hankwang, Jaeger5432, Jaganath, Jameslh, Janke, Jll, Jmameren, Jofox, 
Jonnyapple, Judenicholson, Keramamide, Kkmurray, Kraftlos, Kwamikagami, Latch.r, LordDamorcro, Loreshadow, LostLucidity, MARKELLOS, MICKYGAL007, Magicalsaumy, 
Manulinho72, MarcoTolo, Martin Hedegaard, Measly Swan, Merope, Michbich, Mill ham, Minored, Mippi283, Moxfyre, Mythealias, Nihonjoe, Nikai, Nmnogueira, Paul August, Paul venter, 
Pavlina2.0, Pcarbonn, Pericles899, Petergans, Piano non troppo, Pixeltoo, RTC, Ravi khanna, Redleaf, Rich Farmbrough, Rob Hooft, Ronningt, Rossheth, Ruliel23, Shashang, Shreevatsa, 
Smalljim, Srosie68, TDogg310, Tantalate, Tha Stunna, The number c, The wub, Thue, Tillwe, Tmb4bd, Tomatoman, Tomgally, Uther Dhoul, Wilson003, Yasuakinaito, Zylorian, 146 anonymous 
edits 

FCS Source: http://en.wikipedia.org/w/index.php?oldid=300202758 Contributors: Bci2, BenFrantzDale, Berky, Danrs, Dkkim, Gogowitsch, Hbayat, Jcwf, John, Karol Langner, Lightmouse, 
Maartend8, ST47, Skier Dude, Tizeff, Wisdom89, ^stlfiHf , 32 anonymous edits 

FCCS Source: http://en.wikipedia.org/w/index.php?oldid=274364772 Contributors: Clicketyclack, Maartend8, 4 anonymous edits 

Polarization Source: http://en.wikipedia.org/w/index.php?oldid=322965396 Contributors: lForTheMoney, 7, ABCD, AJim, Ahoerstemeier, Alex43223, Alphachimp, Amithshs, Amylee343, 
Andrew Norman, Apyule, AugPi, AxelBoldt, Azl568, BenFrantzDale, Binarypower, Blanchardb, Bobol92, Borgx, Boud, BoxingWear2, C.Fred, CWii, CZmarlin, Calabashl234, Capybara, 
CardinalDan, Cardmagic, Charles Matthews, Chinasaur, ChrisHodgesUK, Christopherlin, Cmsg, Complexica, CorbinSimpson, Cornellier, Crazycomputers, Crescentnebula, Dabomb87, Dan aka 
jack, Danh, Daships003, David Legrand, David R. Ingham, DavidCary, Delldot, DerHexer, Dicklyon, Diligentdogs, Dkroll2, Dmmaus, DrBob, EWS23, El C, Emmanuelm, Epbrl23, Eranus, 
Error, Fir0002, Fleem, Freakofnurture, Fredbauder, Gaius Cornelius, GeoGreg, Giftlite, Gnixon, Hagerman, Happy-melon, HarpyHumming, Headbomb, Hugh Hudson, Iantresman, Inductiveload, 
Itsikw, JTN, Jaakobou, Jesse Viviano, Jim.henderson, Jim77742, Jlorenz2323, JohnFlux, Karol Langner, Katr67, Knaggs, KrakatoaKatie, Kranthi9s, Kuru, Lasunncty, Leslie Mateus, Lihui912, 
Linas, LockeownzjOO, Loul, Marshall Williams2, Maverick starstrider, Mdlgj, Mentifisto, Merovingian, Metacomet, Mgurunathan, Micahfenner, Michael Hardy, Mphgardner, Mr kitehead, 
Mtrentvander, Murtasa, Naddy, NathanHagen, Nehalem, Nihiltres, Nvpatentlawyer, Omegatron, One half 3544, Openwikibook, Osm agha, Otterstedt, Oxnard27, P2pauthor, Pak21, Paolo. dL, 
Pdn, Pete463251, Pflatau, Phantom784, Physicistjedi, PierreAbbat, Pit, Pkrecker, Pqmos, Quietust, Qwert, Radiojon, Ramuman, Ratcity, Red Act, Rhys, Richard Arthur Norton (1958- ), 
Rob-bob7-0, Robertoalencar, Russell E, SWAdair, Saketh, Sam Hocevar, Sebesta, Shadowjams, Sidzoo, Sintaku, Snoyes, Sr903, Srleffler, Ssd, Stemonitis, Steve Pucci, Steve Quinn, SuluSulu, 
Sumil, Sunray, Superborsuk, Tantalate, The Anome, Thingg, Thomas Jancey, Tim Starling, Tom91, Tothebarricades.tk, Trntyvnll, Ttguy, Vatassery, Waveguy, Waxigloo, William Avery, Ww, 
XJamRastafire, Xenonice, Yaminon, Yurik, Zundark, 303 anonymous edits 

Optical rotatory dispersion Source: http://en.wikipedia.org/w/index.php?oldid=308142316 Contributors: Bobby Boulders, Dirac66, GTBacchus, Karol Langner, Knaggs, Srleffler, V8rik, 
YellowMonkey, 6 anonymous edits 

Circular dichroism Source: http://en.wikipedia.org/w/index.php?oldid=323075929 Contributors: AJim, Andrew Rodland, Atlant, Bci2, Bensaccount, Biophysik, Bjsamelsonjones, Bryan 
Derksen, ChemGardener, Christopherlin, Crystal whacker, DeadEyeArrow, Dirac66, DrEricYH, Dwmyers, Elementl6, Evercat, Frultbat, Herr blaschke, ILike2BeAnonymous, Icairns, 
Jammedshut, Jeodesic, Jfitzger, Johann Wolfgang, Karol Langner, Kinlee, Kjaergaard, Kkmurray, LostLucidity, Maartend8, Mark Oakley, Materialscientist, Mboverload, Michael Hardy, Miguel 
Andrade, Mikaduki, Mikegretes, Mklewpatinond, Nakane, Nikai, Noosentaal, Obradovic Goran, PaddyM, Paolo.dL, PierreAbbat, Synchronism, The wub, Thorwald, Tldcollins, V8rik, WillowW, 
Zen Mind, 76 anonymous edits 

Vibrational circular dichroism Source: http://en.wikipedia.org/w/index.php?oldid=312691993 Contributors: Aktsu, Auntof6, Bci2, Buurma, Jndurand, LilHelpa, Slaweks, 3 anonymous edits 

Microwave spectroscopy Source: http://en.wikipedia.org/w/index.php?oldid= 17520903 Contributors: Benjah-bmm27, Chemuser, Chris the speller, David-i98, Edsanville, Euchiasmus, 
Everyking, Fjarlq, Fresheneesz, Gaius Cornelius, Gene Nygaard, Graeme Bartlett, Grimlock, Hankwang, Iain.mcnab, Itub, Jrdioko, Jumppick, Karl Dickman, Kkmurray, Loening, Martyjmch, 
Movedcolorhappy, Mythealias, Nonoelmo, P.wormer, Ronningt, Smack, Spike Wilbury, Spruce, Steve Pucci, Tadint, The Anome, Tide rolls, Veinor, Wayward, Wprlh, Yashkochar, 44 
anonymous edits 

EXAFS Source: http://en.wikipedia.org/w/index.php?oldid=3 13820922 Contributors: Altenmann, Amhlope, Cadmium, Chaiken, D80s0q, Erguvan7, Jcwf, Kkmurray, Kommando, M A Mason, 
MrJones, PaulFranz, Pjvpjv, Rich Farmbrough, S4wilson, ShellyDKelly, Sketch-The-Fox, Skier Dude, Sumitash, Unimath, Vipuser, Xcomradex, 36 anonymous edits 

Neutron spectroscopy Source: http://en.wikipedia.org/w/index.php?oldid=297 134738 Contributors: Chris the speller, D-rew, Jdrewitt, Joachim Wuttke, Kukini, Mkresch, Paradoxsociety, Paula 
Pilcher, 8 anonymous edits 



Article Sources and Contributors 96 

Neutron spin echo Source: http://en.wikipedia.org/w/index.php?oldid=3 12523573 Contributors: Ben Paltrow, Kurt Schmidt, Localoptimum, M.monkenbusch, Paula Pilcher, Satarsa, Shimgray, 
Tibor Horvath, Tpikonen, 10 anonymous edits 

Plasma spectroscopy Source: http://en.wikipedia.org/w/index.php?oldid=322686263 Contributors: ABCD, Alga, Art Carlson, Brioullin, Caco de vidro, DabMachine, Eaglizard, Ferengi, 
Kiliman, Kwantus, Light current, Materialscientist, Mbell, Michael j.sykora, Mpfiz, PowerCS, Radagast83, Sbyrnes321, SebastianHelm, Srleffler, Storm Rider, Tantalate, Trurle, UnHoly, 38 
anonymous edits 



Image Sources, Licenses and Contributors 97 

Image Sources, Licenses and Contributors 

Image: Fluorescent lighting spectrum peaks labelled.png Source: http://en.wikipedia.Org/w/index.php ?title=File:Fluorescent_lighting_spectrum_peaks_labelled.png License: GNU Free 
Documentation License Contributors: H Padleckas, Qef 

Image : Interferometers vg Source: http://en.wikipedia.0rg/w/index.php ?title=File:Interferometer.svg License: unknown Contributors: User:Stannered 

Image: Symmetrical stretching.gif Source: http://en.wikipedia.0rg/w/index.php ?title=File: Symmetrical_stretching.gif License: Public Domain Contributors: Tiago Becerra Paolini, 1 
anonymous edits 

Image: Asymmetrical stretching.gif Source: http://en.wikipedia.org/w/index.php?title=File:Asymmetrical_stretching.gif License: Public Domain Contributors: Tiago Becerra Paolini 
Image: Scissoring.gif Source: http://en.wikipedia.0rg/w/index.php ?title=File:Scissoring.gif License: Public Domain Contributors: Tiago Becerra Paolini 

Image:Modo rotacao.gif Source: http://en.wikipedia.0rg/w/index.php ?title=File:Modo_rotacao.gif License: Public Domain Contributors: Original uploader was Tiago Becerra Paolini at 
pt.wikipedia 

Image:Wagging.gif Source: http://en.wikipedia.0rg/w/index.php ?title=File: Wagging.gif License: Public Domain Contributors: Tiago Becerra Paolini 
Image: Twisting.gif Source: http://en.wikipedia.org/w/index.php?title=File:Twisting.gif License: Public Domain Contributors: Tiago Becerra Paolini 

Image:IR spectroscopy apparatus.jpg Source: http://en.wikipedia.0rg/w/index.php ?title=File:IR_spectroscopy_apparatus.jpg License: GNU Free Documentation License Contributors: Ewen, 
Matthias M., Pieter Kuiper 

Image:IR summary version 2.gif Source: http://en.w1kipedia.0rg/w/index.php ?title=File:IR_summary _version_2.gif License: unknown Contributors: DavidRKelly, Devon Fyson 
Image:2dir_pulse_sequence_newversion.png Source: http://en.wikipedia.org/w/index.php?title=File:2dir_pulse_sequence_newversion.png License: Creative Commons Attribution-Sharealike 
3.0 Contributors: Pharmacomancer (talk) Original uploader was Pharmacomancer at en.wikipedia 

Image :Dichloromethane near IR spectrum.png Source: http://en.wikipedia.org/w/index.php?title=File:Dichloromethane_near_IR_spectrum.png License: GNU Free Documentation License 
Contributors: Original uploader was Deglr6328 at en.wikipedia 

Image:Ethanol near IR spectrum.png Source: http://en.wikipedia.org/w/index.php?title=File:Ethanol_near_IR_spectrum.png License: unknown Contributors: Original uploader was 
Deglr6328 at en.wikipedia 

File:Near-infrared-sensor-l.JPG Source: http://en.wikipedia.org/w/index.php?title=File:Near-infrared-sensor-l.JPG License: unknown Contributors: User:Elmschrat 
Image: Modern 3T MRI.JPG Source: http://en.wikipedia.0rg/w/index.php ?title=File:Modern_3T_MRI.JPG License: unknown Contributors: User:KasugaHuang 
Image:FIRST measurement of SF6 and NH3.jpg Source: http://en.wikipedia.org/w/index.php?title=File:FIRST_measurement_of_SF6_and_NH3.jpg License: Creative Commons 
Attribution-Sharealike 3.0 Contributors: Andre Villemaire 

Image:Raman energy levels.svg Source: http://en.wikipedia.0rg/w/index.php ?title=File:Raman_energy_levels.svg License: unknown Contributors: User:Moxfyre 
Image:Linear polarization schematic.png Source: http://en.wikipedia.0rg/w/index.php ?title=File:Linear_polarization_schematic.png License: Copyrighted free use Contributors: Doit, 
EDUCA33E, Fffred, Inductiveload 

Image: Circular polarization schematic.png Source: http://en.wikipedia.0rg/w/index.php ?title=File:Circular_polarization_schematic.png License: Public Domain Contributors: Superborsuk 
Image: Elliptical polarization schematic.png Source: http://en.wikipedia.0rg/w/index.php ?title=File:Elliptical_polarization_schematic.png License: Copyrighted free use Contributors: Doit, 
Fffred, Inductiveload, Stannered, WikipediaMaster, Ysangkok 

Image: Polarisation ellipse2.svg Source: http://en.wikipedia.0rg/w/index.php ?title=File:Polarisation_ellipse2.svg License: Public Domain Contributors: User: Inductiveload 
File: Reflection Polarization.png Source: http://en.wikipedia.0rg/w/index.php ?title=File:Reflection_Polarization.png License: Public Domain Contributors: Jesse Viviano, Russell E, SfanOO 
IMG, Template namespace initialisation script 

Image :Poincare sphere.svg Source: http://en.wikipedia.0rg/w/index.php ?title=File:Poincare_sphere.svg License: Public Domain Contributors: User: Inductiveload 

Image:Birefringence.svg Source: http://en.wikipedia.0rg/w/index.php ?title=File:Birefringence.svg License: Public Domain Contributors: Original uploader was Russell E at en.wikipedia 
Image:Mudflats-polariser.jpg Source: http://en.wikipedia.0rg/w/index.php ?title=File: Mudflats-polariser.jpg License: GNU Free Documentation License Contributors: HUB, WikipediaMaster, 
1 anonymous edits 

Image: CircularPolarizer.jpg Source: http://en.wikipedia.0rg/w/index.php ?title=File:CircularPolarizer.jpg License: GNU Free Documentation License Contributors: User PiccoloNamek on 
en.wikipedia 

Image:06 03 14 IMG 0405 polarizationJPG Source: http://en.wikipedia.0rg/w/index.php ?title=File:06_03_14_IMG_0405_polarization.JPG License: GNU Free Documentation License 
Contributors: David R. Ingham 

Image:Strain in Glass.jpg Source: http://en.wikipedia.0rg/w/index.php ?title=File:Strain_in_Glass.jpg License: unknown Contributors: User:Otterstedt 
Image: Electric Vectors l.png Source: http://en.wikipedia.0rg/w/index.php ?title=File:Electric_Vectors_l.png License: unknown Contributors: BokicaK 

File: Symmetrical stretching.gif Source: http://en.wikipedia.0rg/w/index.php ?title=File:Symmetrical_stretching.gif License: Public Domain Contributors: Tiago Becerra Paolini, 1 anonymous 
edits 

File:Asymmetrical stretching.gif Source: http://en.wikipedia.0rg/w/index.php ?title=File:Asymmetrical_stretching.gif License: Public Domain Contributors: Tiago Becerra Paolini 
File: Scissoring.gif Source: http://en.wikipedia.org/w/index.php?title=File:Scissoring.gif License: Public Domain Contributors: Tiago Becerra Paolini 
File:Twisting.gif Source: http://en.wikipedia.0rg/w/index.php ?title=File:Twisting.gif License: Public Domain Contributors: Tiago Becerra Paolini 
File: Wagging.gif Source: http://en.wikipedia.0rg/w/index.php ?title=File: Wagging.gif License: Public Domain Contributors: Tiago Becerra Paolini 

File:Agitation moleculaire en milieu aqueux.PNG Source: http://en.wikipedia.org/w/index.php?title=File:Agitation_moleculaire_en_milieu_aqueux.PNG License: unknown Contributors: 
UsenH'arnet 

File:GeneticCode21.svg Source: http://en.wikipedia.org/w/index.php?title=File:GeneticCode21.svg License: unknown Contributors: Original uploader was Kosigrim at en.wikipedia 
File:Monosodium-glutamate.png Source: http://en.wikipedia.0rg/w/index.php ?title=File:Monosodium-glutamate.png License: GNU Free Documentation License Contributors: Cacycle, Leyo, 
Rob Hooft, Samulili 

File:H-Gly-Ala-OH.jpg Source: http://en.wikipedia.org/w/index.php?title=File:H-Gly-Ala-OH.jpg License: unknown Contributors: Csatazs 
File:Zuiterrionball.svg Source: http://en.wikipedia.0rg/w/index.php ?title=File:Zuiterrionball.svg License: Public Domain Contributors: usenYassineMrabet 

File:Peptidformationball.svg Source: http://en.wikipedia.0rg/w/index.php ?title=File:Peptidformationball.svg License: Public Domain Contributors: PatriciaR, YassineMrabet, 2 anonymous 
edits 

File:Aa structure function.svg Source: http://en.wikipedia.org/w/index.php?title=File:Aa_structure_function.svg License: Public Domain Contributors: Jonathan 

File:Protein Dynamics Cytochrome C 2NEW smaller.gif Source: http://en.wikipedia.0rg/w/index.php ?title=File:Protein_Dynamics_Cytochrome_C_2NEW_smaller.gif License: GNU Free 
Documentation License Contributors: Original uploader was Zephyris at en.wikipedia 

File:Protein-primary-structure.png Source: http://en.wikipedia.0rg/w/index.php ?title=File:Protein-primary-structure.png License: Public Domain Contributors: National Human Genome 
Research Institute (NHGRI) 

File:Lysozyme crystallJPG Source: http://en.wikipedia.0rg/w/index.php ?title=File:Lysozyme_crystall. JPG License: unknown Contributors: Chrumps, Lode 

File:lezg Tenebrio molitor.png Source: http://en.wikipedia.org/w/index.php?title=File:lezg_Tenebrio_molitor.png License: GNU Free Documentation License Contributors: Original 
uploader was WillowW at en.wikipedia 

File:Concanavalin A.png Source: http://en.wikipedia.0rg/w/index.php ?title=File:Concanavalin_A.png License: Public Domain Contributors: User:Lijealso 
File:Porin.qutemol.ao.png Source: http://en.wikipedia.0rg/w/index.php ?title=File:Porin.qutemol.ao.png License: unknown Contributors: ALoopinglcon 
File:Sucrose porin laOs.png Source: http://en.wikipedia.org/w/index.php?title=File:Sucrose_porin_laOs.png License: unknown Contributors: Opabinia regalis 

File:Sucrose specific porin lAOS.png Source: http://en.wikipedia.0rg/w/index.php ?title=File:Sucrose_specific_porin_lAOS.png License: GNU Free Documentation License Contributors: 
Snow64 
File:StrictosidineSynthase.png Source: http://en.wikipedia.0rg/w/index.php ?title=File:StrictosidineSynthase.png License: unknown Contributors: User:Hannes Rost 



Image Sources, Licenses and Contributors 



File: Calmodulin lCLL.png Source: http://en.wikipedia.org/w/index.php?title=File:Calmodulin_lCLL.png License: Public Domain Contributors: Joolz, Lateiner, LeaMaimone, Lode, 1 

anonymous edits 

File:Haemoglobin-3D-ribbons.png Source: http://en.wikipedia.Org/w/index.php ?title=File:Haemoglobin-3D-ribbons.png License: Public Domain Contributors: Benjah-bmm27, Grafite 

File: Hemoglobin t-r state ani.gif Source: http://en.wikipedia.0rg/w/index.php ?title=File:Hemoglobin_t-r_state_ani.gif License: GNU Free Documentation License Contributors: Conscious, 

Dbenbenn, Editor at Large, Grafite, Habj, Lennert B, Noca2plus, Tomia, 2 anonymous edits 

File Clostridium perfringens Alpha Toxin Rotate.rsh.gif Source: http://en.wikipedia.0rg/w/index.php ?title=File:Clostridium_perfringens_Alpha_Toxin_Rotate.rsh.gif License: Public Domain 

Contributors: Ramin Herati 

File:Bcl-2 Family.jpg Source: http://en.wikipedia.0rg/w/index.php ?title=File:Bcl-2_Family.jpg License: unknown Contributors: Hoffmeier 
File:Bcl-2 3D.jpg Source: http://en.wikipedia.org/w/index.php?title=File:Bcl-2_3D.jpg License: unknown Contributors: CN3D 

File:PBB Protein THPO image.jpg Source: http://en.wikipedia.0rg/w/index.php ?title=File:PBB_Protein_THPO_image.jpg License: unknown Contributors: 

File :Bence Jones Protein MLEl.jpg Source: http://en.wikipedia.0rg/w/index.php ?title=File:Bence_Jones_Protein_MLEl.jpg License: Public Domain Contributors: Alex McPherson, 
University of California, Irvine 

File:Duck Delta 1 Crystallin.jpg Source: http://en.wikipedia.0rg/w/index.php ?title=File:Duck_Delta_l_Crystallin.jpg License: Public Domain Contributors: Ragesoss 
File:Michelson-morley.png Source: http://en.wikipedia.0rg/w/index.php ?title=File:Michelson-morley.png License: GNU Free Documentation License Contributors: user:bighead 
File interferometer. JPG Source: http://en.wikipedia.org/w/index.php?title=File:Interferometer.JPG License: unknown Contributors: UsenBrews ohare 
File:Michelson interferometer schematic.png Source: http://en.wikipedia.0rg/w/index.php ?title=File:Michelson_interferometer_schematic.png License: GNU Free Documentation License 

Contributors: Teebeutel 

File:IR spectroscopy apparatus.jpg Source: http://en.wikipedia.0rg/w/index.php ?title=File:IR_spectroscopy_apparatus.jpg License: GNU Free Documentation License Contributors: Ewen, 
Matthias M., Pieter Kuiper 

File :IR spectrometer.jpg Source: http://en.wikipedia.org/w/index.php?title=File:IR_spectrometer.jpg License: Public Domain Contributors: S.Levchenkov 

File:Michelson Interferometer.jpg Source: http://en.wikipedia.0rg/w/index.php ?title=File:Michelson_Interferometer.jpg License: unknown Contributors: Falcorian, Juiced lemon, Teebeutel 
File:Ir hcl rot-vib mrtz.svg Source: http://en.wikipedia.org/w/index.php?title=File:Ir_hcl_rot-vib_mrtz.svg License: unknown Contributors: mrtz 
File:BandeIR.png Source: http://en.wikipedia.0rg/w/index.php ?title=File:BandeIR.png License: GNU Free Documentation License Contributors: User:Grimlock 

File:Michelsoninterferometer.jpg Source: http://en.wikipedia.0rg/w/index.php ?title=File:Michelsoninterferometer.jpg License: Copyrighted free use Contributors: Juiced lemon, Skygazer, 
Tano4595, Teebeutel, Umherirrender, Xorx 

File:Michelson couleur.jpg Source: http://en.wikipedia.0rg/w/index.php ?title=File:Michelson_couleur.jpg License: unknown Contributors: NicoB, Teebeutel 

File:Bismuthine-2D-IR-MMW-dimensions.png Source: http://en.wikipedia.0rg/w/index.php ?title=File:Bismuthine-2D-IR-MMW-dimensions.png License: Public Domain Contributors: Ben 
Mills 

File:Infrared spectrometer.jpg Source: http://en.wikipedia.org/w/index.php?title=File:Infrared_spectrometer.jpg License: unknown Contributors: ishikawa 

Image:HCl rotiational spectrum.jpg Source: http://en.wikipedia.0rg/w/index.php ?title=File: HCl_rotiational_spectrum.jpg License: Public Domain Contributors: David-i98 (talk) Original 
uploader was David-i98 at en.wikipedia 

Image :Vibrationrotationenergy.svg Source: http://en.wikipedia.0rg/w/index.php ?title=File:Vibrationrotationenergy.svg License: Public Domain Contributors: User:David-i98 
Image :inelastic-neutron-scattering-basics.png Source: http://en.wikipedia.0rg/w/index.php ?title=File:Inelastic-neutron-scattering-basics.png License: Public Domain Contributors: Joachim 
Wuttke 



License 99 



License 



Creative Commons Attribution-Share Alike 3.0 Unported 
http://creativecommons.Org/licenses/by-sa/3.0/ 



